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PREFACE 

Land drainage at the present time has assumed an impor- 
tant place among engineering enterprises. While the existing 
literature upon this subject is excellent, the amount is limited 
and much of the information that should be available to those 
connected with the design, construction, maintenance and gen- 
eral administration of drainage enterprises is either not in pub- 
lication or has not been sufficiently discussed and proven by 
experience and experiments. The author offers this treatise 
upon this subject with the hope that it may be of value in the 
development of the science of land drainage. 

To young and inexperienced drainage engineers : Especial 
efforts have been put forth through the medium of these pages' 
to acquaint you with the problems that you must meet; to 
impress upon you the importance of accuracy, judgment, hon- 
esty and diligence in the investigation and solution of these 
problems, and to suggest methods of procedure under average 
conditions and the general principles upon which to base 
conclusions and plans. 

To experienced drainage engineers: The author hopes for 
a careful and analytical reading of these pages by you and that 
some of you wdll be thus mcited to take issue with or elaborate 
upon the questions discussed and ihus uid in fhe formulation of 
better drainage standards. .. 

To drainage contractors: . 'i*\xe* author has recognized 
the facts that contractors iiavfbeen* coflipelled too often to 
contend against such unfair cOncHVioii? "as incomplete surveys 
and reports ; the framing of specifications so as to burden con- 
tractors with the risks resulting from insufficient plans, and 
treacherous soils and unfavorable weather conditions, and has 
pleaded for justice and equity to contractors. Neither have the 
faults and obligations of contractors been overlooked. Also 
information is included which will prove useful to contractors, 
and it is suggested that a general study of the subject of land 
drainage would better enable contractors to protect their rights 
and succeed in their business. 

• • • 
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iv PREFACE 

To land owners and drainage district officials : The author 
believes that a general understanding of land drainage s«.'i»-nee 
by you would enable you better to distinguish between the 
efficient and the incapable in employing drainage engineers and 
to assist and advise with them in the direction of the work 
which is of such great importance to the agricultural in t '.-rests 
of the United States and thus accomplish more effect ive land 
drainage. 

In conclusion, this treatise has been made as complete as 
pc^sible for the subjects connected with the successful drainage 
of agricultural lands by open and closed drains. The author 
hereby acknowledg<fS a large amount of valuable information 
which has been gleaned from the reports of the United States 
Department of Agriculture, from reports of state and other col- 
leges, from the reports of engineering societies, and from engi- 
neering periodicals- Specific reference has been made in all 
cases where important data have be<'n reproduced. 

Humboldt, Iowa, 1914. J. L. PARSONS. 
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LAND DRAINAGE 

CHAPTER I 

PBEUMINABY DBAINAGE SUBVETS 

Purpose of Preliminary Surveys. — A thorough prelimi 
nary survey is of primary importance to the inception, 
construction and maintenance of all drainage enterprises, 
whether they are small farm systems, or the larger drainage 
districts affecting extensive areas of land, and costing many 
thousands of dollars. This survey is the basis of the design 
and construction of costly improvements which by all standards 
of justice and economy should be reasonably permanent. An 
erroneous or incomplete survey is disastrous to the reputation 
of the engineer, to the economic success of the drainage system, 
to the constructing contractors, and, generally, to the good 
name of land drainage. The first corrective step against such 
possible failures is a complete and efficient preliminary survey 
executed by a qualified drainage engineer. Such a survey con- 
sists of the collection of all essential data and their mapping 
and collation in a form suitable for designing purposes; for 
purposes of future reference in cases of repairs, extensions 
and scientific investigations; for the preparation of suitable 
specifications and contracts, and for the presentation of reliable 
information in cases of legal complications. The object of this 
chapter will be to discuss some of the methods of approaching 
the ideal survey, the attendant obstacles to the accomplishment 
of the ideal, and proper procedures under various limiting 
conditions. 

Object of Preliminary Surveys. — An engineer engaged in 
drainage engineering practice is subject to employment for a 
number of purposes. He may be engaged by a land owner: 

(1) simply to make a level survey of a tile line or a system of 
tile lines, determine the available fall, and furnish the necessary 
figures for the depths of tile, the sizes of tile, location of tile 
lines and maximum depths being prescribed by the owner; 

(2) to lay out and design a system of drains for a parcel of 

1 



2 LAND DRAINAGE 

land from data that maj be aequired bj a few test lerds and 
a general eye-examination of the land; or (3) to properlj sor* 
Tey the lands and design a drainage sjrstem, being free to 
secure necessary information bj surface and soil surreys in 
detail. In eases of legal organizations of drainage districts, 
he is appointed by the authorities, to whom the appointive 
power is delegated, to make a preliminary surrey of larger 
areas of land, design system of outlet drains, and make reports 
according to the requirements of law. 

Methods of Condoeting Private Siu r vq r s , — Although a work- 
ing knowledge of the fundamentals of drainage practice is 
essential to the engineer employed in the prosecution of pre- 
liminary drainage surveys of any kind, such knowledge is 
especially necessary in the case of private surveys. This is 
true because of the fact that the greater percentage of direct 
land reclamation is accomplished by lateral drains, the main 
drains serving only as outlets for them, and also because in 
much of the work decisions must be made, plans formulated 
and suggestions made in the field, with little opportunity for 
office investigation. To insure efficient drainage, competent 
engineers should be employed, but it has been too generally 
true that inferior surveyors have been employed to prosecute 
this work, partly because land owners have been unwilling to 
pay for competent surveying, and partly because engineers 
have not been available when desired, because of this lack of 
support. 

In the first of the above cases, the engineer is handicapped, 
because of ignorance or false economy, in the proi>er accom- 
plishment of his work. In lieu of properly acquired data he 
must exercise intelligent observation, inquiry and tactful sug- 
gestions in order not only to insure successful tile drains 
so far as possible but also to discharge his professional duty 
of impressing upon the owner the economic necessity of prop- 
erly directing drainage work. While eflfecting such a survey 
the engineer should make an eye-examination of the land and 
at least suggest a practicable scheme of drainage if it appears 
that the proposed plan is likely to prove unsatisfactory. This 
examination should approximately determine the character of 
the sub-soil by inquiry and inspection of existing excavations, 
whether additional lands drain upon the area to be drained, 
the general slope of the lands toward the drains, the character 
of the outlets, the presence of seepage points from side hills, 
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and the presence of ponds and their probable elevations. This 
kind of an examination is truly superficial, but nevertheless, 
when coupled with a working knowledge of tile drain design- 
ing for various conditions, together with information gained 
from the tile line surveys, will enable the engineer more satis- 
factorily to design the grade lines and point out beneficial 
corrections in the methods adopted by the owner. 

Since this typical owner considers a plat and profile of the 
survey an unnecessary expense, but must possess some record 
of the survey for the direction of the workmen doing the work, 
a list of cuttings should be prepared showing the depths of tile 
at each 50-ft. station on tangents and each 25-ft. station on 
curves, and the fall of the grade lines throughout. Pig. 1. To 
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Pia. 1 — List of Cuttings for Farm Tile; Drain Survey 

accompany this list a fairly accurate ink sketch should be pre- 
pared, showing the shape of the farm and the locations of the 
tile lines upon it, Fig. 2. £ach tile line may be distinguished 
upon list and plat by a main, branch or lateral number. These 
sheets and plats are usually handed to the contracting tiler to 
be used by him as a guide in the construction of the work, with 
the inevitable result that at the time of the completion of the 
work they are worn out or lost, and the owner then possesses 
not even the simplest record of his improvement. As the pres- 
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eat or fatare owners must eertainly many times require some 
record of the work in eases of repairs, extensions and sales of 
the land, the engineer should emphasize the importance of 
preserving a record. This is readily accomplished by the 
preparation of two copies of the lists and plats by the engineer 
or their duplication by the owner himself for the use of the 
tilers. Since the majority of tilers are unable to make use of 
depths of cuttings stated in feet and decimals, a table of reduc- 
tions from feet and 
decimals to feet and 
inches is conyenient 
for reference until 
the engineer has be- 
come so mentally fa- 
miliar with their 
equivalent values 
that there is little 
liability o f error. 
(See Table I.) The 
crude methods of 
drainage surveying 
demanded b y this 
class of owners are 
objectionable to the 
thorough, scientific 
engineer, but since it 
is a fact that a large 
percentage of land 
drainage is thus ad- 



Fio. 2 — Plat Sheet for Farm Tile Drain Survey 



versely accomplished, it devolves upon engineers to accomplish 
the best work possible and to raise the standard by a relentless 
campaign of education. 

In the second case, the employer has become educated to the 
economic importance of the engineering design of depths, sizes 
and distance apart of tile lines, but does not recognize the 
advantage of proper preliminary surveys to such designing. 
The preliminary and location surveys must be accomplished in 
one field operation ; therefore the general arrangements of the 
system and distance apart of the laterals must be determined 
and executed during the prosecution of the field work. Even 
closely to approximate the economic design of tile systems 
under such conditions the engineer must be mentally capable 
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being necessarily largely controlled by the wishes of the land 
owners concerned. The field record of the boundary line loca- 
tion is made with sufficient accuracy by sketching it upon sec- 
tion sheets and recording the distances of the line from sub- 
division corners and property lines. The stadia method is espe- 
cially adapted to the determination of tie distances and the 
length of watershed lines in certain directions. 

Topography by Contours. — The topography of the area to 
be drained in particular and of adjacent watershed lands in 
general should next be ascertained. The essential features of 
topography are most definitely determined by a contour survey 
of the land. This survey may be rapidly accomplished by locat- 
ing a line of stakes 200 ft. apart the entire distance around the 
four sides of the field. A second line is then located parallel 
with the first and distant 100 or 200 ft. from it. A rodman 
may then hold the rod on the successive stations across the 
field on any side line and black on the second line. Stations 
may be taken 100 or 200 ft. apart as desired by stepping in 
intermediate stations between stakes. On the third and other 
interior lines there will be only four statiops located by stakes, 
two at each end of the line. However, the approximate loca- 
tion of any interior station is readily found by sighting to the 
stakes at the ends of each of the two intersecting lines. The 
levelman easily distinguishes the location of each station by 
numbering the lines and sub-numbering or lettering the sta- 
tions. In case the area contains ponds, the elevations of the 
stations conflicting with them are found accurately only by. 
gaging the depths of the ponds from the water level. During 
the prosecution of this survey a number of convenient bench- 
marks should be established and described for future reference. 

Sub-Soil Surveys. — The sub-soil survey of the tract is read- 
ily made by the use of the intersecting stations. Test borings 
are made at each station with a soil auger and a description of 
the different classes of soils and their respective depths entered 
in a special soil record book. These borings should extend to 
a depth of at least 5 ft., and to greater depths where it is evi- 
dent that deeper excavations will be necessary to secure out- 
lets. Where water-filled ponds are encountered, if possible the 
soil testing of these areas should be delayed until a dry time 
or until winter time when ice has formed. If intelligently 
conducted, a soil survey will determine the texture of the soil, 
the consequent behavior of percolating water and its direction 
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or the engineer alone shall be final and binding. Unless such a 
contract is executed and fulfilled the accomplishment of the 
work under the state drainage laws is advisable, as more per- 
manent results are assured and the additional cost of a drain- 
age district over the cost of a private district properly planned 
and executed is negligible unless the particular state drainage 
laws are unnecessarily cumbersome. One illustration that is typ- 
ical of many clearly demonstrates the results of private drain- 
age projects which are improperly installed. The engineer was 
employed and instructed to survey the watershed and draw 
the plans, and also to set the grade stakes during the prelim- 
inary survey work, in order to reduce the incidental expenses. 
The estimate of cost for the necessary sizes being in excess 
of that anticipated by the owners, the outlet mains were reduced 
from an 18 in. to a 14 in. tile and other sizes of proposed tile in 
proportion, by the owners themselves. Although considerable 
time had elapsed since the grade stakes were placed, the tile 
were laid by them, or as many of them as could be located, 
and no checking of the completed drain was provided for. The 
work was carelessly executed, with the natural result that the 
upper portion of the main drain was laid a foot above grade 
and was so filled with silt as to be practically useless. The costs 
were divided by the land owners themselves. The principal 
results were a costly lawsuit between interested owners and 
the necessity of the later installation of a supplementary drain. 
The accomplishment of drainage work by private agreements 
is more desirable in the smaller projects than the larger ones, 
as the percentage of expense for incorporation into drainage 
districts is proportionately greater, but in no case should such 
work be undertaken privately without the execution of binding 
contracts. 

Methods of Conducting Drainage District Surveys. — The 
organization of extensive areas of land into drainage districts 
under the drainage laws of a state is essentially for the purpose 
of securing outlets, hence the preliminary surveys must meas- 
ure the practicability and economy of outlet systems. The 
complete preliminary drainage district survey will determine 
the proper location of all outlet mains and branches, and the 
extent and topography of the watershed area, with such exaxit- 
ness that a detailed design, plat, profiles, report and specifica- 
tions and contracts may be executed. 

Before engaging in the actual field work of such a survey. 
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the engineer should equip himself with a pad of section sheets 
properly ruled into forties, with the necessary headings for 
remarks, and section, township and range numbers. Fig. 3. 
These sheets are con- 
venient for the field 
referencing of boun- 
daries, locations and 
topographical data. 
Also an office prog- 
ress plat and profile 
should be provided, 
to which field infor- 
mation may be trans- 
ferred as rapidly as 
accumulated. Such 
office records enable 
the engineer more 
satisfactorily to 
study the problems 
which must be par- 
tially or wholly 
solved before the 
completion o f the 
preliminary work. 

Location of Watershed Divides. — After obtaining all avail- 
able information concerning the location, extent and ownership 
of the lauds of the proposed district from county maps and 
records and government surveys, the initial subdivision of the 
field work should be the locating of the exterior and interior 
watershed boundary lines, in accordance with methods pre- 
viously discussed. Inaccuracies in boundary locations are 
prolific of future litigation and injustices, as drainage laws 
governing the later inclusion or exclusion of lands are neces- 
sarily cumbersome, and long drawn out, costly legal procedures 
are often necessary to correct such errors. Much time is con- 
served in the location of the outer watershed boundary lines 
by proceeding from the outlet towards the source. This plan 
precludes the possibility of locating the boundary lines of 
draws which do not outlet into the proposed district drain. A 
few attempts to locate from the source towards the outlet will 
soon demonstrate the dangers of such a procedure. The bound- 
aries of all interior or sub-watersheds should be located with 
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Fig. li — Field Data Sheet for Drainage Surveys 
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similar precision for convenience in design and assessing of 
benefits. These interior boundaries should be located even 
though branch drains are not extended into them as a part of 
the district system, as capacities of main drains cannot be 
properly designed without this specific information as to the 
delivery of watershed water nor benefits fairly apportioned to 
these subdivisions without these data. This plan of instituting 
preliminary work serves admirably to acquaint the engineer 
intimately with his district and its drainage problems, and 
materially aids him in approximating the portions of the drain 
which will necessarily be designed as open drain and the por- 
tions which may be planned as tile mains, by a perusal of the 
different sub-areas and their points of discharge into the main 
drain or its branches. Such knowledge preceding the actual 
location of the drain is very essential because of the necessity 
of combining the preliminary and location surveys and the 
difference in the problems relative to the locations of open and 
tile drainage. 

Outlets — The Objects of Drainage Districts. — The purpose 
of district organizations, that of securing outlets, must at this 
time be particularly considered. Petitions for districts are 
ordinarily only general and not specific as to the number and 
lengths of mains and sub-main drains, and the decision of these 
questions devolves upon the engineer. In arriving at conclu- 
sions he should be largely influenced by natural features and 
the wishes and financial readiness of the property owners con- 
cerned. Areas of land within the watershed which are found 
to possess natural outlets into channels, which are reasonably 
straight and of sufficient depth and capacity according to good 
designing principles, will require no artificial outlet unless the 
conditions warrant the substitution of a tile drain. When 
lands are found to lack natural outlets, without enterin^^ upon 
or crossing lands owned by other parties or which require 
the construction of a district drain for underdrainage outlets, 
it is usually advisable to locate the necessary number of 
branches and laterals to furnish district outlets at the property 
lines of aU such individual farms. This method accomplishes 
in one legal organization as much as would be possible in many 
separate ones, at a very distinct gain in the necessary admin- 
istrative expenses. Another important economic advantage 
arises from the fact that the opportunity of installing lateral 
drains is at once offered land owners who otherwise would be 
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of the natural channel, the survey should be executed and 
records compiled of high and low water stages, time duration 
of high water, and the probable effect of the improvement upon 
the lands adjoining the natural watercourse below the outlet 
point. 

To summarize the important items to be considered in the 
prosecution of a preliminary drainage survey for ordinary 
drainage conditions, the drainage engineer should accumulate 
data concerning the topography of the district, the texture of 
the sub-soils and the character and permanence of outlets, 
together with all correlated subdivisional information, with 
engineering accuracy in a form which can be scientifically 
utilized in the design, construction and maintenance of an 
economic and practical drainage system. 
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.15 
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.41 
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.57 
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.74 


.82 


.91 


.99 
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changed location^ if of any importance, is very materially jus- 
tifiable, it in best to adhere to the natural watercourse, as criti- 
ciHm and litigation often result because of the tendency of 
property owners to suspicion such de^dations. 

Depths of me and Arrangement of Grade Lines.— The 
proper depths of tile and arrangement of grade lines is directly 
dependent upon the character of the soil and comparatiye sur- 
face elevations and gradients. The following facts bearing upon 
depths will not be analyzed, as they are generally accepted as 
truisms by engineers and largely so by land owners, due to the 
activities of State Experiment Stations and the United States 
Office of Drainage Investigations: (1) the object of land 
drainage is to lower the ground water table to a plane just 
below the depth to which local crops will penetrate for food 
and moisture; (2) the movement of soil water toward tile 
lines is generally downward between lines to the plane of 
saturation and thence in a downward curving direction to the 
tile lines, where it enters the tile through the lower portions 
of the joints; (3) the height of the plane of saturation is gov- 
erned by the density of the soil and the distance apart of the 
tile lines, this plane being theoretically coincident with the bot- 
toms of the tile lines if the soil is thoroughly drained ; and (4) 
tile drainage does not remove the capillary water from the soil, 
but only the excess hydrostatic water, which injures growing 
crops. Since the soil never becomes thoroughly drained during 
wet seasons because of the resistance of the soil particles, excess- 
ive rains and limited capacity of the tile lines, the average 
depth of drainage accomplished will be considered as extending 
to the level of the tops of the laterals on the assumption that 
thorough tile systems will lower the water table between lines 
to this level before serious injury to crops results. 

Minimum Depths of Tile Lines. — The minimum depth of tile 
lines must be varied to compensate for soil conditions. If an 
analysis of the soil shows the surface to consist of fine particles 
and the sub-soil to be gravelly or sandy, which will be self- 
draining, it is unnecessary to extend the tile into the sub-soil 
farther than required to collect the soil waters in the loose- 
grained strata; but if the reverse condition is true, it is 
advisable to fix the minimum depth of tile laterals at approxi- 
mately 4 ft. This is at variance with the theory that tile 
should bo placed above the more impervious strata to insure 
ra])id drainage, but as this finely divided soil contains valuable 
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purposes. The necessary elevation of the grade line of the 
lateral to fulfill this condition may be determined for any given 
case by adding one-half the diameter of the main tile from out- 
side to outside to the elevation of the grade line of the main 
at that point and then subtracting one-half the diameter of 
the connecting Y from outside to outside. After the deter- 
mination of the foregoing points for any given case, the grade 
line may be determined throughout the entire course of the 
main. As far as possible, the principle of laying the tile above 
sand strata should be observed by changing the rate of fall 
at controlling points. The outlet requirements for points of 
low elevation and the limitations of outlet may necessitate a 
slight uniform grade throughout, in which case no variations 
are possible to evade the penetration of treacherous soils. In 
the more substantial soils deeper excavation, steeper grades 
And smaller tile are preferable to shallower depths, flatter 
grades and larger tile, unless material saving of expense is 
possible by the use of the latter plan. 

The fixing of the grade line elevation at the outlet of a tile 
line is dependent upon the requirements of the subsidiary tile 
system and the character of the channel or swale into which it 
empties. Favorable conditions for the satisfactory arrange- 
ment of grades are comparatively high elevations of the land 
to be drained and deep, capacious outlet channels. But in the 
average locality requiring extensive drainage such ideal con- 
ditions rarely exist for the larger outh?t mains. In all cases 
possible the grade line should be above the outlet high-water 
mark, although good drainage is sometimes effected by making 
it on a level with the base of the outlet channel, especially il 
the capacity of this channel as governed by size an<l gradient 
is sufficient to carry away all waters received as rapidly as they 
are discharged into it. Tile outlets submerged below the level 
of the channel base, although fairly satisfactory if properly 
protected and maintained, and if the tile line possesses suffi- 
cient head to raise the level of discharge at the outlet consid- 
erably above the level of desired drainage for the low lands, 
are as a rule to be avoided for purposes of permanent satis- 
factory drainage. 

Protection from Roots. — The most permanent method of 
protecting tile lines from the penetration of tree roots is* tile 
destruction of the trees. Tile lines may be located within 
atpproximately 25 ft. of fruit and similar trees whose robts 
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encing conditions and their general effect upon the rate of 
removal will be discussed. 

Relation of Topography to Kun-Off and Tile Sizes. — The 
rapidity with which under and surface drainage water is deliv- 
ered to main tile lines is governed by the gradient of the 
watershed slopes and the porosity of the soils. Surface water 
is delivered from the steeper slopes in larger quantities in the 
same time if the soil is impervious than when it is more sandy 
and porous. In the latter case the rainfall is more readily 
diverted to the soil and passes through the lateral tile lines 
or sub-drainage courses more slowly because of the resistance 
of the soil particles. The more level side lands of rates of 
gradients ranging from 5 to 15 ft. per mile tend to retain the 
flood water upon the surface of crop lands and in depressions, 
thus allowing it to be collected and delivered over longer 
periods of time by lateral tile lines and permitting the design- 
ing of less capacity for the main. In this connection all tile 
lines which serve as collectors for other tile lines are referred 
to as mains. After estimating about the rate of delivery of 
water to the main draw it is next in order to ascertain the 
proportion of the surface water discharged into the draw that 
will naturally drain off over the surface. If the main draw 
has a steep, fairly regular surface gradient, a portion of the 
surface waters spreads out and escapes over the surface. The 
very flat draws do not allow material run-off in this way. If 
in either case deep ponds or depressions occur along the draw 
at regular intervals, which serve as catch-basins for surface 
water, little allowance can be made for surface removal unless 
overflow ditches are constructed of sufficient depth and capac- 
ity to remove this collected water. 

Value of Overflow Ditches. — Overflow ditches are valuable 
adjuncts to tile lines if properly maintained, and often allow 
of a very material reduction of size, but as they usually serve 
a number of land owners and also are generally under the 
supervision of public drainage authorities, there is a grave 
tendency for such ditches to gradually fill because of indi- 
viduals farming through them. Close inspection being lack- 
ing, such conditions are allowed to become aggravated, and 
serious losses rc^sult l)efore the interested property owners 
become aroused, condemn all persons connected with the 
design and construction of the system, and spend a repair sum 
closely approaching the original cost of the overflow. While 
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reraove only part of the soil waters, tile drains are necessary, 
but their sizes should be designed only of sa£Scient capacity 
to care for the estimated excess water, allowing a liberal mar- 
gin as a factor of safety if there is any doubt as to the 
reliability of the sink well. These underground watercourses 
sometimes also exist as porous strata of soil extending in a 
horizontal direction to some springy outlet and they furnish 
complete or partially complete drainage to the areas involved. 
In such cHwtH comparatively small sizes of main tile may 
relieve areas of land for which sizes of tile of several timc^ 
their capacity would ordinarily be necessary. Each project of 
this nature must be investigated separately for such unusual 
fa^'tors and their value computed by all information available. 
Tile Size Formulas. — There are a number of formulas extant 
for computing sizes of tile for given depths of removal in a 
given time. Poncelet's formula, which perhaps has been the 
most popular, is as follows: 
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(^^48 A^L + 54Z> 

in which Q =- Dis(fharge in cubic feet per second. 

A = Area of tile in feet. 
/> = Diameter of tile in feet. 
F = Total fall of drain in feet. 
Ij == Length of drain in feet. 

TIi(» number of acres drained is found by dividing the dis- 
cluirge by a constant representing the number of cubic feet 
|M*r second necessary to relieve one acre of a given depth in 
24 hours. The constants most used are: 



0.0052 cu. ft. = % in. per acre in twenty-four hours 

O.OlOf) ** ** =14 ** ** ** *' '* '' 

0.0140 •* ** ==V:j ** *' *' *' '* '* 

0.0210 ** ** ^-Y» '' '' ** ** 

O.Oinf) ** ** =% *' ** '' '' 

0.0420 '* *' = 1 '* '' ** *' '* " 

In using the formula, the number of acres in the watershed 
multiplied by the assumed constant may be substituted for Q, 
and the formula solved for the diameter of the tile. Because 
of the resulting loss of head from friction in long drains, allow- 
iinccH in size for extremely long drains of the same size 
throughout and on flat grades should be made, although 
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increases in size are usually required at short intervals in main 
drains because of additional water to be carried. The friction 
head thus being reduced in the larger tile renders this item 
of less importance. Allowances may be made in this formula 
for .additicmal pressure head resulting from steep gradients of 
side laterals by adding to the fall of the main drain the aver- 
age mean value of the additional heads of all main laterals 
above the elevation of the upper end of the drain, but because 
oj the variable character of watershed soils and topography 
it is probably best to use the actual head of the main in the 
calculations, all other conditions affecting the collection and 
removal of soil water being considered in fixing a depth of 
removal. 

Since the Chezy-Kutter formula is so generally used in 
hydraulic experiments and calculations, it is probable that this 
formula will become more widely used by drainage engineers. 
The Chezy formula is as follows: 

Y = cy/ rs 

in which V = Velocity in feet per second. 

r = A coefficient found bv Kutter's formula. 

r = The hvdraulic mean radius. 

< •• 

s = Slope or fall in feet divided by length in feet. 
The simplified Kutter's formula is as follows: 

41.6 +1:^' 

and the values of n which are applicable to drainage systems, as 
taken from Trautwine's Pocketbook, are: 

Glazed pipes and very smooth iron 0.010 

Iron pipes 0.012 

Ashlar or brickwork 0.013 

Canals in firm gravel 0.020 

Canals having stones and weeds occasionally. 0.030 
Canals in bad order 0.035 

In this Kutter's formula the value of n for tile drains is 
generally accepted at approximately 0.013, and based upon this 
coefficient and a grade of 1 in 100, Table II, rearranged from 
the Twenty-fourth Annual Report of the Illinois Society of 
Engineers and Surveyors, is deduced from this formula and 
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greatly facilitates its use. The velocity and discharge of a 
tile on any proposed grade is determined by multiplying the 
velocity and discharge opposite the given size in Table II by 
the square root of the proposed grade taken from Table m. 
For convenient reference, sizes of tile based on this formula 
on the basis of ^ in. removal in 24 hours are here given, Table 
IV. In case it is desired to compute the acreage value for 
other depths of removal than ^ in. for given tile sizes the 
number of acres given in the table may be increased or 
decreased in an inverse proportion to the depth of removal. 
For instance, to determine the acreage value of a given size 
for a removal of % in. depth in 24 hours, the tabular number 
of acres should be multiplied by 2. In all such cases the tabu- 
lar value should be multiplied by the quotient of % or .25 in. 
divided by the desired depth of removal. 

Summary. — ^In this discussion concerning the principal 
requirements in the design of tile drainage systems, special 
emphasis has not been placed upon the location and arrange- 
ment of the component tile lines, the fixing of the grade line 
or the determination of tile sizes, but all have been considered 
as of particular importance. The design of a system must be 
in accordance with all of these principles properly correlated 
if the successful operation of the system is to be insured. 
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Tabud II — Yelocitt and Dibchabgb of Cibculab Conduits Based on Kutteb's 
FOBMULA. ns.013 Gbadb»1 in 100 ob « = .01 
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TILE DRAIN OUTLET WALLS AND INLETS 

Importance of Tile Drain Accessories. — In addition to the 
accurate planning of the details of location, depths and sizes 
of a tile system, the necessary accessories, such as outlet retain- 
ing walls and storm- water inlets, should be as thoroughly 
designed. Tile systems designed and constructed in accord- 
ance with proper principles in all other details are subject to 
serious failure at critical times if these important items are 
entirely neglected or faultily designed. 

Location and Design of Outlet Walls. — The design of an 
outlet protection for a tile main is governed by the location of 
the outlet portion 
of the tile line 
with reference to 
the natural water- 
course, the eleva- 
tion of the outlet 
channel as com- 
pared with the 
elevation of * the 
base of the tile 
outlet, and the na- 
ture of the soil at 
the outlet. For all 
tile outlets, wheth- 
er consisting of a 
natural draw or 
channel or an open 
ditch, it is preferable to locate the outlet portion of the tile 
line to one side of the natural overflow watercourse as far as 
topographical limits and straight courses will permit, because 
of the dangerous tendency of overflow waters to wash chan- 
nels through the looser soils over the tile line, cut their way 
around the retaining wall and eventually undermine the wall, 
expose portions of the tile line and wash the wall, tile and 
large quantities of earth into the outlet channel. 
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Fio. 6 — Design of Oatlet Wall for Tile Drains Under 
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In cases where open ilitthes serve as outlets, combination 
flood water and til<i outli^tH may be constructed, so designed as 
to receive the overflow waters into the tile line at a point near 
the outside edf^e of the waste bank. This plan necessitates the 
location of the tile lines in the lowest points near the ditch and 
the collection and dinchargc of all tile and flood waters from 
each sub-watershed at one point, thus resulting in the maxi- 
mum pressure against the joints of the tile and retaining walls 
and the consequent necessary installation of complicated and 
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expensive outlet pn>tiH'lions, Because of these objections it 
usually proves ui«r<> antisfai'tory to locale the outlets of all 
tile lines in the higher ground to one side of the natural 
watereoumes and design separate outlets for the flood waters 
thn.>ugh the wnste banks in the low |Hiiuts. This method allows 
the design of simpler tile outlet walls and will insure the tile 
for all praelienl purposes pernianontly against washouts. Then 
oq1>' tlood waters remain to bo oarritnt throufrh Ibe waste banks 
and less expt-nsive diteh inlets may bo eonstrueted and main- 
tained for this purpose. 

All tile outlets should be protected by means of eorra- 
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ceoter to faciliUte tbe colleetioD and discharge of mrfaee 
waters, or they may be diverted to the tile line throogh an 
inlet, it being nsoallj advisable to allow it to pasi ot^ the 
wall to obviate the tendency of the soil aroond the inlet to 
become displaced and endanger the entire walL The removal 
of tile and overflow waters throogh the waste banks at the 
same points may be 
effected by planning 
an inlet in accordance 
with inlet design. Pig. 
10, over the line back 
of the waste bank, pro- 
viding for a retaining 
wall similar to retain- 
ing wall design, Fig. 7; 
and replacing the por- 
tion of the tile line be- 
tween the inlet and 
retaining wall with cor- 
rugated steel pipe or 
thoroughly cemented 
sewer pipe, the size 
F.«. »-view of 8tr.i«ht Beui=i-R W.I1 ^elng proportionately 
greater to provide capacity for the combined tile and overflow 
ditfcharge. Because of the churning action of the water in 
front of outlet walls and its resulting tendency to undermine 
the wall, all outlet protections should be provided with floors 
or spillways for the discharge water to flow over. 

These outlet designs are necessarily those applicable to 
average conditions, and variations are necessary to provide 
for unusual requirements. The distance between wings, tbe 
slope and shape of tbe spillway, and the depth of foundations, 
arc the most variable parts of retaining walls, although the 
thickness of walls and wings should be increased for the larger 
walls. For tile outlets greater than 24 in, in diameter, the 
distance between the wall ends of wings should be proportion- 
ately increased to provide stability and space for the flow 
water to discbargG. The angle of wing walls with main walls, 
length of wings, and distance apart of extreme ends of Vring 
walls may be arranged in any combination required to su^ort 
the earth Ailing and spillway and deflect the direction of flow 
'*«to the outlet channel, the distance between the extreia^ ends 
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for the cleaning of inlets, it is not advisable to construct 
expensive silt well inlets. Those constructed over the tile lines 
and directing the surface water immediately into the tile, and 
so constructed as to prevent clogging, the entrance of silt, and 
the washing of the soil surrounding the inlet, prove economical 
and efficient — ^inlet design. Fig. 10. 

In cases where the tile line for other reasons cannot be 
located through the lowest points, the inlets may be con- 
structed to one side 
To be Covered with Focftor Boh 




^IronGfoted 

rrr mMMMMMMl •- 



I'2i'l55ewerrpe 



i2il2onl5dem 
FipeT. 



(■ 



.-r 



,AIIVerficolJonf9 
^ to be Cemented 



IZdewerPipe 
Line with la 

li 




Fio. 



Concr ete Base 

u." —ja •* 

11 — Design for Inlet Located to One Side of 

Tile Une 



of the line and con- 
nected to the tile 
line, as indicated by 
inlet design. Fig. 11. 
Where surface con- 
ditions allow, inlets 
should be located un- 
der fence lines and 
similar out - of - the - 
way places, so that 
farming operations 
will be least inter- 
fered with, and when 
placed in a cultivat- 
ed field they should 
be marked with a number of large stones to protect them from 
injury. Aside from the advantages of simplicity of construc- 
tion, minimum cost, and efficiency of inlets placed directly 
over tile lines, they prove very convenient for the inspection 
of the interior of the tile line, and should be located at con- 
venient intervals for this purpose alone if they are unnecessary 
for the collection of surface waters. 

The serious difficulty of constructing tile inlets which will 
be reasonably self-maintaining is not an imaginary objection to 
their use ; it is especially an objection when means cannot be 
provided for proper supervision. The most serious problem 
connected with the construction of inlets is that of compressing 
the loose earth around them so as to prevent it from settling 
away from the concrete, thus allowing surface waters to be 
diverted under the concrete and wash through the surrounding 
soil to some joint in the tile. This tendency may be largely 
overcome by flooding or otherwise thoroughly compressing 
the surrounding soil. Even with these precautions, periodical 



CHAPTER IV 

DESIGN AND MAINTENANCE OF OPEN DRAINS 

Depth of Ditches. — For the successful drainage of the larger 
watersheds, which cannot be economically drained by tile 
mains, artificial ditches 'must be constructed for outlet pur- 
poses unless a channel of sufficient size and capacity and of 
reasonable straightness has been already formed by natural 
agencies. The minimum requirements of tributary tile mains 
must largely govern the depths of open drains. After these 
requirements are complied with, such variations as to grade, 
depth, width and slopes may be made as the soil conditions, 
topography, and the quantity of water to be removed, may 
demand or allow. In districts where all necessary tributary 
tile mains are not included as a part of the proposed enter- 
prise, the lengths and necessary fall should be closely esti- 
mated for all such lines and the location of their points of 
discharge and their outlet elevations should be noted on 
the profile. Those lines requiring the lowest outlet eleva- 
tions necessarily arbitrarily fix the minimum depths of ditch 
possible. 

Minimum Depth of Ditches. — Because of the universal tend- 
ency of ditches with flat gradients to collect silt and rubbish, 
and as branch tile lines of flat grades cannot successfully drain 
adjacent lands when discharging below the level of the water 
in the ditch for extended periods of time, all ditches should be 
designed of greater depths than the minimum outlet require- 
ments of tile mains demand. The erosive nature of the soil, the 
gradient, and the level of the water in the ditch at times of 
severe rains, largely determine the extent of this depth factor 
of safety. In case of ditches constructed through substantial 
soils, as clay or hardpan, and of minimum grades of 4 ft. per 
mile, the elevation of the lowest tile outlets should be at least 
2 ft. above the base of the ditch. Small ditches of gradients 
less than 4 ft. per mile tend to fill above the planned grade 
line even in the most stable soils, and the period of time they 
may be maintained without expensive reconstruction may be 
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displaced and the dheh above the dam eroded hj natural action 
and the eroded material deposited in the lower reaches of the 
channel, a fact which has not yet been satisfactorily demon- 
htrat^^rd. The first method may be safely nsed if the penetrated 
soil is stable and sufficient fall can be provided in the lower 
parts of the ditch to prevent its sUting from the erosion that 
docs occur and the outlet of lateral drains thus impeded. 
The second plan is practicable provided that serious erosion 
docs not occur in the upper portion of the drain. The third 
method is justifiable in cases of dangerously erosive soils above 
and when proper inspection and maintenance can be provided 
for. 

A combination of grades changing from steep to fiat and 
back to steep should be planned only under extreme necessity 
as the tendency must be either for the current to deposit silt 
on the flat grades or to erode away the artificial hump. 

Side Slopes of Ditches. — ^The rate of side slope that should 
be designed for open ditches depends principally upon the sta- 
bility of the soil, although consideration should be given to the 
method of excavation that will be the most feasible in each 
case. The angle of repose of soils varies with the degree of 
fluidity of the soil when mixed with water and unless this angle 
is approached in ditch construction the caving of the banks is 
certain to result. As the invariable erosive action of running 
water in open ditches is to wear away the lower corners of 
the channel, eventually reducing the cross-section to a rectan- 
gular or U-shape, it is not advisable to plan ditches of too 
great side slopes as all excess soil in the lower comers of the 
ditch must finally erode and silt the ditch or be carried beyond 
the ditch and deposited. On the contrary, if the slopes are too 
abrupt for the character of the soil, the upper edges of the 
ditch will first erode into the ditch and later, after the edges 
have become sodded and more stable, the ditch will wash 
out and fill to its final form. Thus the design of slopes should 
be based upon an investigation of the soil which will ascer- 
tain as nearly as possible the slope at which the edges of the 
(lilt h will remain stable as constructed and yet as little earth 
us possible will remain in the lower corners of the ditch for 
future displacement. The proper slopes to accomplish these 
n^Hults vary from y^ horizontal to 1 vertical in very stable 
soils to 2 to 1 for the sandy and gravelly soils, a slope of 1 to 
1 being generally satisfactory for average soils. 
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As the greater per cent of open ditches are constructed 
by floating dredges it is difficult to enforce flat side slopes, 
as it is difficult for dredge crews to shape invisible slopes, and 
as a result they usually tend to approach vertical slopes. 
Ditches to be thus constructed should be planned with as 
slight slopes as allowable and the plans rigidly enforced, or 
provision made for construction by dry land machines by the 
use of which slopes can be more accurately shaped. 

Width of Berms. — The proper width of berm or clear space 
to provide between the edges of the ditch and the inside 
edges of the waste banks also depends largely upon the sta- 
bility of the soils and the weiglit of the waste banks. As 
the average practicable excavating machine is not constructed 
to economically remove the waste a greater distance than 
necessary to leave a clear berm of 6 to 8 ft., it is usually best 
to limit the requirements to these widths and specify the 
proper slopes and stanthirds of construction to prevent the 
caving of the berms as much as possible. In case of very 
large deep ditches the -excavated material from which forms 
extensive and w^ughty waste banks, widths of berms should be 
fixed at 8 to 12 ft. depending upon tlie stability of the sup- 
porting soil and the machinery required capable of removing 
the waste to such distances successfully. 

Computations to determine the weights of waste banks in 
given cases illustrate clearly the tendency of the sides of 
ditches to slide because of the superimposed weights, especially 
if the cohesion of the soil is at a minimum as in the case of wet 
sandy soils. For instance, the weight per lineal foot of waste 
bank of a ditch of 20-ft. base, 1 to 1 slopes and 20 ft. in depth, 
equals 1,481 lbs., wet earth being figured at 100 lbs. per cubic 
foot. As the line of cleavage of the wedges of soil which tend 
to cave from the sides of any trench is always of a curved 
shape, if the waste banks were deposited outside the surface 
extremity of this cleavage line their sliding eflPect upon the 
ditch banks would be entirely prevented. To the author's 
knowledge this distance has not been experimentally deter- 
mined, but experience indicates that waste banks deposited at 
the suggested distances would probably closely fulfill this 
requirement. 

Base Widths and Necessary Capacity of Open Drains. — A 
particularly important corollary of the foregoing features of 
open ditches is the base width w^hich, together with the depth 
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and n^radi^mt, eontrob the capacity of the dhehes and their 
f:/>nji^|f«ent rai^aw or failure. Because of the aggravated 
filling ai^ion in ditehes serving the smaller watersheds ranging 
from l/iOO to 4,000 aeres, the minimum base width of ditches 
nhonUl not be less than 8 ft. Also as dredging outfits mint 
n^fomtLrily be built for the construction of ditches of average 
widths there are very few in use small enough sueeessfnlij 
to excavate ditches of less widths. Contractors seeoring 
ditches of the narrower base widths, naturally tend to excavate 
channels of the required top width and about 8-ft. bases, thus 
leaving too perpendicular side slopes. Hence it is more prac- 
ticable to receive bids on ditches designed with the wider base 
widths; more satisfactory side slopes are insured, and ditches 
are secured with safer margins of capacity to offset the in- 
evitable excess filling incident to the smaller watersheds' 
insuflficient water and resulting lack of pressure in the ditches 
over the necessary periods of time to render them self-cleaning. 
The base widths of ditches draining watersheds of greater 
extent arc necessarily determined by the amount of water to 
be removed in a given time, a factor which has generally been 
asHumed by means of a process of intelligent guesswork owing 
to lack of data and the uncertainty of influencing conditions 
upon the rate of run-off. 

Depths of Removal to Be Provided For. — A general stand- 
ard of run-off must be arbitrarily assumed based upon the most 
reliable information obtainable as in the case of tile drains, and 
similarly this rate of removal must be varied to compensate 
for unusual conditions of soil, topography and rainfall. Al- 
though in a measure guesswork these influencing conditions 
may be closely approximated for given cases. The United States 
I)(»partment of Agriculture from river measurements and rain- 
fall records adopted a standard rate of run-off of 3/16 in. in 
d(;pth in 24 hours from the larger sub-watersheds of approxi- 
mately 100 square miles and Y^ in. from the smaller watersheds 
as a basis for planning suggested drainage improvements along 
the West Branch of the Des Moines River. This depth of 
n^noval may safely be adopted as a standard average for 
watersheds of similar rates of maximum rainfall — of 4.39 ins. 
in 24 hours and 8.56 ins. in one month — and similar topography 
— slightly rolling, with average watercourse slopes of 2^^ to 
3 ft. per mile. 

Whore the means are available during the survey of the 
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factor of safety of capacity should be allowed for which' will 
result in maintainiDg the depth of water in the ditch at a level 
low enough to permit the efficient discharge of lateral tile 
lines. The additional capacity necessary for this purpose is 
dependent upon the topography of the side lands adjoining. 
If they are gradually sloping upward from the ditch banks 
in such a way that all tile lines are furnished sufficient head 
to prevent the serious restriction of their discharge into the 
ditch when it is running to its full capacity, the additional 
capacity need be only enough to maintain the water level 
6 in. to 1 ft. below the edges of the ditch at points of least 
depth when running to its full computed capacity. This factor 
of safety should be increased, where more level lands are con- 
cerned, enough to maintain the water level at least 3 ft. below 
the surface level of the lowest ponds in the adjoining water- 
shed. A greater margin is preferable to insure satisfactory 
tile underdrainage, but in no case should this standard be 
encroached upon unless the outlet conditions are absolutely 
prohibitive. 

Factors Affecting Bun-Off. — This discussion thus far has 
related only to average agricultural watersheds. Where hilly, 
mountainous or impervious watersheds are concerned, the rate 
of removal must be increased to as much as 2 to 3 in. in 24 
hours in extreme cases, and the capacity of drains designed 
accordingly. Each case must be investigated separately for 
influencing conditions. Other factors to be considered in fixing 
the rate of removal and capacities of ditches for any watershed 
are concisely summarized in Bulletin No. 230 of the United 
States Department of Agriculture, and this bulletin will largely 
be quoted in the discussion of these factors. 

FACTORS AFFECTING RUN-OFF. 

The chief factors affecting the rate and total amount of 
ruii-oiT are : Rainfall ; topography ; the size, shape and location 
of the watershed; evaporation, and the transpiration of plants; 
climate and seasons ; soil and geological structure ; natural reser- 
voirs, and the storage capacities of streams; the proportion of 
forest and open land, and the nature of the vegetable growth; 
the manner of cultivation of farm lands, and the particular 
crops planted; and artificial improvements afTccting drainage. 

RAINFALL. 

This is the most important element to be considered in the 
estimation of run-off. A region of heavy rainfall will also be 
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gore. Should the lateral drains be eonstrueted as a part of 
the undertaking, their grade lines may be sloped sufficiently to 
connect with the grade line of the main, unless this plan is 
objectionable for other reasons. 
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Fio. 17— DealgD of Ditch Inlet 

Haintenance of Open Drains. — Open drains designed with 
ample depth factors of safety, and effectively protected from 
washouts, should require little maintenance for considerable 
periods of time. The common history of the earlier open drains 
in most communities, however, has been that the necessity for 
ami)lc depth and capacity was not realized at the time of their 
construction, and that constant repair work is necessary to 
retain even a measure of their usefulness, and in many cases 
a complete reconstruction is essential. Forces of nature are 
constantly in operation which tend to fill open drains, and 
in the course of time all of them will require maintenance 
expense, the length of time and amount of expense depending 
upon the efficiency of the original ditches. As tile drainage 
becomes more extensively practiced in any community, the 
more insistent are the demands for deep, well maintained open 
outlets. The period of time in which an open drain is subject 
to the most pronounced filling action is during the first year 
after construction, when the waste bants, berms, and slopes 
are still in a loose, unsettled condition and readily affected 
by the weathering action of water and frost. During this time 
silt is collected by these natural agencies, and unless the gradi- 
ents are steep enough to allow of the carrying of a large 
amount of sediment in suspension, ditches become filled above 
the excavated grade line for depths of 1 to 2 ft. and oftentimes 
3 to 5 ft. in loose soils. After the soil composing the waste 
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bucket or some form of drag-line excavator. Bars in ditches 
may be removed in dry seasons by scraper or even by hand 
labor, or so loosened when the ditch is running partially full 
by a scarifier consisting of a framework built across the ditch, 
carrying cultivator shovels or similar devices pulled by teams 
on the banks, that the sediment may be transported by the cur- 
rent. Figure 18 is a view of a bar formed in a ditch, the bar 
being of sufficient height to render useless a large percentage 
of the ditch capacity, and which, like many bars formed in 
this manner, could be readily removed, but is allowed to 
remain because of neglect on the part of adjacent land owners 
and public officials charged with the supervision of drainage 
matters. Another method for the removal of nominal amounts 
of sediment in ditches, which has been tried in a few cases 
with considerable success, is the use of a suction pump mounted 
upon a platform and floated in the ditch. However, the imme- 
diate problem in most communities for some time will be the 
development of a public realization of the economy of ditch 
maintenance, and when the necessity is fully realized methods 
will speedily be evolved for accomplishing the work. 

Types of Suitable Open Drain Bridges. — The deepening and 
recleaning of open drains is in many cases handicapped and the 
cost greatly increased because of the character of bridges that 
have been constructed. Too often bridges have been built with 
abutments so closely spaced and with foundations carried to 
such shallow depths that floating dredges cannot readily pass 
between the abutments, and that deepening will result in the 
undermining of the foundations. All bridges spanning newly 
constructed open drains should be planned with ample clear- 
ance between abutments to allow the passage of any excavat- 
ing machinery that might be used in the future, and the 
foundations carried to such depths as to insure their perma- 
nency. The bridge decks should be constructed so as to be 
removable from the abutments. A practicable plan to follow 
in the construction of bridges over open drains is the use of 
w^ooden piles driven well back from the ditch edge and steel 
I-beam floor girders carrying a plank floor. The pile abut- 
ments will last a sufficient length of time to determine the 
necessity of deepening or recleaning, and after such repairs, 
if they are necessary, permanent concrete abutments could be 
substituted. 
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CHAPTER V 

PLANS, BEPOBTS AND BECOBDS 

Private Systems. — Maps, profiles and other plans of drain- 
age systems are prepared to picture and record in permanent 
and usable form the actual conditions and proposed methods 
of bettering these conditions. Only the data necessary to 
accomplish this purpose should be included in the plans. In 
essential details these records are similar for all drainage sys- 
tems, but because of special methods of procedure required in 
cases of legal organizations the plans proper for private drain- 
age systems will be considered separately from those for drain- 
age districts. 

Maps for Private Systems. — ^laps illustrating farm systems, 
besides the necessary arrangement of lines to distinguish sec- 
tion, quarter section and sixteenth section lines, should show 
the main tile lines and all laterals, closely scaled as to lengths 
and locations, the watershed boundary line, the acreages in- 
cluded from each separate tract of land, the names of the 
property owners, and the outlines of all ponds, swales and 
watercourses. The location of main tile lines should be tied in 
to known corners and lines by angles and measurements so that 
they may be readily relocated when necessary. The notation 
of all intersection stations of laterals with mains and the accu- 
rate laying oflf of the angles of laterals with mains and the 
scaling of their lengths will reference their location with suffi- 
cient accuracy. Each main and lateral may be designated by 
distinguishing numbers or letters, and the sizes of tile noted 
on each line at intervals along their courses for convenience 
in reference. 

Simpler and more presentable maps result by omitting such 
detailed information as lengths of each line and of each size 
of tile and tabulating them elsewhere. Also on areas for which 
thorough tile systems are planned numerous elevations and 
pond and wet land sym])ols are non-essential, as these data 
are depicted on the profiles. However, such data should be 
shown on all tributary lands in the watershed not included at 
the time for thorough drainage in order that their comparative 
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elevations at determining high and low points and topograph- 
ical conditions may be ai)parent for purposes of record, design- 
ing, and division of costs. In cases where contour surveys have 
been made tlie engineer should prepare a contour map for 
designing purposes, but should omit the contour lines on 
tlie more intelligible plats which should be prepared for his 
clients. 

Profiles for Private Systems. — The profiles for farm sys- 
tems should show the details of ground lines, grade lines, sta- 
tioning for lengths of lim^s, vertical elevations, rates of gra- 
dients, main and lateral numbers, and the depths of cuttings 
at all stations. A statement of sizes of tile, lengths of each 
size and average depths of each section of a given size, pre- 
pared and shown in tabular form, is i)roperly included on the 
profile sheet. A record on the profile of the total number of 
feet of each size of tile required is also convenient for refer- 
ence in the ordering of tile. A detailed description of the 
assumed bench-mark to which all elevations are referenced 
and of all other bench-marks esta])lished should also be entered 
upon the profile sheet. 

As in the case of all drafting work, the appearance of plats 
and profiles is so greatly enhanced by neatly prepared titles 
that the time spent in their preparation is more than amply 
repaid in the prestige they create. If retaining walls and inlets 
are included in the design of the system, it is advisable to draw 
them upon the profile sheet, tluis presenting all essential infor- 
mation upon the plat and profile drawings and reducing the 
number of plans to the minimum of simplicity for usage, filing 
and transferring with deeds. 

Importance of Preservation of Plans. — Land owners too 
generally have not appreciated the importanee of requiring 
and preserving plans. The percentage of land owners in any 
locality who possess any dependable record of the tile installed 
upon their farms" is relatively small, this being particularly 
tnic after the land has l)een transferred several times. ^lany 
difficulties arise because of the al)sence of such plans; among 
them are the inability of sellers to demonstrate to buyers that 
their land is tiled, and the impossibility of relocating tile lines 
when it becomes necessary to reconstruct, repair or add to the 
system. The ideal that should be recommended hy engineers 
is the preparation of eomf)lete plans ])ofore the commencement 
of the work of construction and the later attachment of the 
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engineer's certificate stating the completeness of the work, 
such records being recorded and transferred together with 
other evidences of ownership. 

Drainage District Systems. — Detailed data should be shown 
upon the plans for drainage districts in essentially a similar 
manner as for private systems, excepting that the range of 
information and method of portrayal are governed by the pro- 
visions of the state drainage laws and the special purposes for 
which they will be used. All plats should show watershed 
lines, the accurate locations of open ditch and tile lines, the 
elevations of all ponds and low points on every 40-acre tract 
in the watershed, the approximate locations and areas of all 
ponds and sloughs, the locations of natural watercourses, the 
extent of lands subject to overflow, and other information in 
addition as required by local conditions or state laws. It is 
best to adopt simple topographical symbols to represent i)ond8 
and wet lands and to use only enough of land condition divi- 
sions to picture clearly the actual state of the lands with refer- 
ence to drainage. Lands not represented as swamp or wet lands 
must necessarily be low or high lands, which need not be indi- 
cated by special symbols. The general elevations and slopes of 
such lands may be shown by a limited number of recorded ele- 
vations. A complexity of sjTnbols representing crops, build- 
ings and other unessential information should be avoided. It is 
advisable to show the locations of school houses and churches 
and other semi-public buildings for the convenience of con- 
tractors, land-seekers and others interested in locating the 
various portions of the district. Towns need be only generally 
located on the plat, as separate detailed town plats prepared 
on a larger scale are usually necessary. 

Maps for Drainage Districts. — Every drainage engineer 
should endeavor to give character to his maps by making them 
intelligible and by the use of distinguishing drafting methods, 
as the inclusion of section numbers in small circles, the inser- 
tion of small circles at the intersections of all tile line tangents, 
the r(»presontation of open ditches by two parallel lines, the 
double underlining of all surface elevations, and the prepara- 
tion of attractive titles, arrow heads to denote directions, and 
legends. 

Where it is customary or required by legal statute that the 
responsibility of determining which lands of the watershed 
area shall be included for benefit assessment purposes shall 
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rest upon the preliminary engineer, it is customary to sliow 
two distinct boundary lines upon the plat, one including all 
forties u-hich will be benefited, and ealled a district line, and 
the other eQcircling all forties or fractions of forties in the 
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watershed area, aud called the watershed boundary line. A 
precise level sur^'ey is necessary to determine this arbitrary 
line between benefited and non-benefited lands. The basis 
upon which these different classes of land should be distin- 
guished will be discussed in more detail in a following chap- 
ter. The extent and nature of forest lands as determined in 
the preliminary survey should in all cases be noted by the 
proper symbols, particularly when in close proximity to tile 
and ditch lines. It is also conducive to convenience in the 
field use of the map to print in the station numbers at-all 
tangent intersections, the station numbers at intersections of 
tile and ditch lines with section and property lines, the station 
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Dunibers at the iatereections of braDches and mains, the dis- 
tin^ishing number or letter of all drains, and to represent 
the locations of natural channels vith reference to proposed 
drains. A portion of a drainage district map embodying these 
general rules is shown in Fig. 19. 

Profile! for Drainage District!. — Proper profiles for drain* 
age districts differ little from those necessary for private sys- 
temR, excepting that the lengths and sizes of ditch or tile line 
upon each farm or highway crossed and the names of all 
property owners should in all cases be shown either abore nr 
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Fin. 20 — DralDasc Dlntrlct Profile 

below the profiles proper. Also the plans for accessories ar« 
usually pr<?pared upon separate sheets and records of bench- 
marks mudc in the typewritten report. In addition, the ele- 
vations of all highways and railroads crossed should be shown 
and large scale profiles prepared illustrating the details of 
railroad crossings. Cross-sections should also be drawn when 
iiecfiiHHry upon the profiles representing the shape and depth 
of old ditches which are crossed or followed with open or 
closod drains. Old ditches which arc too narrow to allow the 
placing of the excavated material within the limits of the ditch 
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bases are of little or no advantage to tile trenchers nor to 
dredge crews, while broad ditelies result in a material reduc- 
tion of excavation in both cases. Contractoi*s are often mis- 
led ; favorably if in such cases the natural ground line is shown 
on the profile as the ground line, and unfavorably if the ditch 
base is shown as the ground line and no reference made to the 
existence, width and depth of the old ditch. Therefore, in jus- 
tice, both the natural ground level and the bottom of the old 
ditch should be indicated, notations made as to w-hich line the 
depths and averages are based upon, and typical cross-sections 
made showing the form of the old ditch. A representative 
drainage district profile is shown in Kig. 20. 

Drainage District Reports. — Comprehensive reports of the 
findings and recommendations of tlie preliminary engineer are 
always required by law for drainage districts, and should be 
prepared for many of the private enterprises. As far as pos- 
sible it is preferable to present all information in concise tabu- 
lar form so as to be readily intelligible to land owmers and 
contractors. The necessary items for inclusion will be referred 
to in their proper order, those being more fully analyzed else- 
where being stated without discussion. First in order are the 
findings of the engineer as to the condition of the affected 
lands, the feasibility and economy of the proposed project, his 
recommendations as to the advisability of proceeding with the 
improvement in accordance with the petition and survey, defer- 
ring action because of incidental unfavorable conditions, or the 
necessity of planning further extensions before proceeding. 
The value of this portion of the report must depend upon the 
ability, experience, sound judgment and fairness of the engi- 
neer. FoUow^ing this should appear the descriptions of all 
routes of drains as to general locations in relation to land sub- 
divisions, such specific information as to exact distances and 
angle referencing being included as is not proper or con- 
venient to show upon the plat. Then in the following order 
should come information as to the area of watersheds tribu- 
tary to each drain, bill of material, estimates of costs and dam- 
ages, conditions of soil and efl'ect of timber upon construction, 
average tile and coal hauls, records of all bench-marks, the 
kinds of excavating machinery practicable under the incidental 
conditions and the specifications. The bill of material prop- 
erly includes tabulated stat^mei.ts of quantities of tile, number 
and sizes of sewer pipe, Y's, T's, grates, amount of concrete 
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and quantities of all other materials necessary for the com- 
plotion of the contract. The estimate of costs should be 
arranged in the proper order to present the facts of lengths, 
sizos, average depths, greatest depths, number and nature of 
accessories and estimated cost of each line separately, separate 
estimate items being shown for each section of a given size of 
tile and each accessory, the sum of the estimated contract price 
and estimated contingent expenses being totaled as the total 
estimated cost of the district. 

The estimate of damages includes the items of acreages of 
land occupied by ditches, the value of the land, the cost of 
necessary bridges and fences, the estimated damages to adjoin- 
ing lands, and the estimated damage, if any, to tributary lands 
below the outlet. In addition, other information necessary to 
fulfill the requirements of state drainage laws should be 
included, and all accompanying plats, profiles and other plans 
included as a part of the report by reference. A skeleton re- 
port is shown in Fig. 21. 

Office Records. — The office records necessary to the drain- 
age engineer will largely depend upon the nature and extent 
of the work under his direction, but in all cases should be such 
that he can locate any plat or notes with reference to any 
piece of w^ork without delay. Note books for drainage dis- 
tricts may be identified by placing the number or name of the 
district upon the cover, and note books used for private sur- 
veys indexed upon the front pages. A more convenient method 
is to number all note books consecutively, also numbering the 
pages of each, and indexing every survey, whether for districts 
or private parties, by number, name and page, in a separate 
alphabetically indexed note book. In applying this plan, 
enough space is allowed in each note book used for a drain- 
age district survey for all later construction notes, and the 
remaining space, if any, used for private survey notes or other 
drainage districts. If all notes are kept indexed in this way 
up to date, there will be practically no difficulty experienced 
in locating any desired notes. 

Office Filing of Plans and Reports. — Maps, profiles and blue- 
prints are best filed in cabinets, being indexed numerically, 
alphabetically or both by separate drawers or heavy paper 
divisions, or in the absence of such a cabinet, all plans pre- 
pared for certain districts or individuals may be rolled 
' ^ficether and labeled, being filed in tin filing tubes or on 
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To th€ Honorable Board of SupervUora of County, 

HayiDff been appointed as preliminary engineer for drainage district 

No , I have made a complete survey of the lands in the watershed of 

the proposed district and located the drain petitioned for and other drains 
necessary to fulfil the purposes of the petition and the wishes of interested 
property owners, and respectfully submit the following report and recom- 
mendations. 

DESCRIPTION OP ROUTES. 

Main : Commencing at the source, a point 1320 feet south and 35 feet 
west of the northeast comer of Sec , thence in a general easterly 

direction to a point 35 feet north of the southeast corner of Sec 

thence 

Br. No. 1 : Commencing at a point 

Extent of Watershed, Number and Size of Tile, Amount of Excavation, 

Number of Junction Tile, Etc. 

There are 4380 acres In the watershed. 

There are to be 64154 cubic yards of excavation. 

There are to be 48405 feet of tile drain. 

1500 feet of 22- tile. 
3900 feet of 20" tile. 



There are to be 5 retaining walls (see plans). 
There are to be 4 ditch inlets (see plans). 
There are to be 11 tUe Ys : 1—12'^ on 22". . 



There are to be 34 sewer pipe Ts for connections of inlets to tile 
lines : 1—18" on 22" 

There arc to be 34 inlets requiring approximately 32 feet of 18" 

plain sewer pipe , 34 grates to fit the bells of the following 

sised sewer pipes : 7 — 18", and sufflcient concrete to encase 

the tops of all inlets as required by the plans. 

Average HauU. 

The average haul for the open drain = 4 miles. 
The average haul for the main tile line = 5 miles. 

ESTTMATB OP DAMAGES. 



Sec. 


Owner 


Acres 
Taken 


Estimated Value 
of Land Taken 


Estimated 

Cost of Fences 

and Bridges 


Main. 




3 


$200.00 


$100.00 



ElBTIMATB OF CoST, OPEN DRAIN. 



See. 


Length 


Base 
Width 


Slopes 


Average 
Depth 

6.1' 


Cu. Yds. 


Estimate 


Main 


4100* 


8' 


Itol 


13111 


.13 per cu.yd. 



4-ditch inlets 130.00 

Damages 1800.00 

Total estimate 10270.00 







Estimate 


; OF Cost 


, Tile Drains. 




Sec. 


Length 


Size of 
Tile 


Av. 

Depth 

6.5' 


Great'st 
Depth 


Estimated 
Cost 


Totals 


Main 


2100' 


20" 


7.3' 


1860.00 . 


. 



Retaining wall 130.00 

5-lnlets * 65.00 4710.00 



Br. No. 1 

Total estimate of tile drains 25000.00 

Estimated contingent expenses 3000.00 

Total estimate cost of District 38270.00 

Specifications. 



Fio. 21 — Skeleton Drainage District Report 



Engineer 
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shelves, the rolls being grouped in such divisions by counties, 
numbers or letters, that excessive sorting will not be necessary 
to locate plans. 

Carbon copies should in every case be preserved of all 
reports of whatever nature. Those that are not capable of 
form standardization, as preliminary and assessment reports, 
may be filed in filing boxes or box cabinets, such an arrange- 
ment being made that the papers for separate districts or 
owners may Ibe grouped. Certain reports must be intermit- 
tently made during the progress of contracts which may be 
made on standard forms, as, for instance, the issuance of peri- 
odical estimates to contractors. Such forms may be made up 
in pads consisting of sets of three sheets, which sheets may be 
made up in different distinguishing colors if desired, two of 
each set being perforated for ready removal. A form for tile 
drain estimates is illustrated by Fig. 22, and a form for open 



Tile Dkain Estimate. 
.... County, Iowa 



Date 



District 


Contractor. 




Sec 


tion 




From 
Station 


To Station 


T'rico per 
Lineal Ft. 


Deducted 


Amount of 
Estimate 


80 per cent 























































































Rbmarkb : 



Engineer 
Fig. 22 — Form for Tile Drain Contractors' Est! mates 

drain estimates by Fig. 23. One copy of each estimate may 
then be filed with the owner or county, one with the contractor 
and one retained in the pad book by the engineer. 

Progress Records. — ^A separate record book for the pur- 
pose of indicating the progress of the construction work on 
each project is a convenient aid in recording pertinent data 
and refreshing the memory at the time of filling out estimates. 
It is so ruled that the date, the number of feet of each size of 
tile rejected, the factory description of the tile being used, 
the amount of work completed, data as to extra work required 



PLANS, REPORTS AND RECORDS 



65 



or installed, and the initials of the engineer or his assistant 
may be entered for each inspection trip. Each project is given 
separate pages and indexed in the front of the book for refer- 



Open Drain Estimate. 
....County, Iowa Date, 



Dlstrl( 


ct 


Contractor 




aA/>f1r 


m 




From 
Station 


To station 


Yardage 


Price 


Deducted 


Amount of 
E)Btlmate 


80 per cent 
















• »•••••• 



















































































Resiabks: 



Engineer 
Fig. 23 — Form for Open Drain Contractors' Estimates 

ence. To avoid the necessity of carrying books of this kind 
during the field work, ''Memo.'' slips similar to Pig. 24 may 
be carried and the data transferred at convenient times. 

The drainage engineer who is in active charge of the con- 
struction of a number of drainage projects sliould devise some 

Memo Slip. 



Date 


District No. 


Number Foet 
Tile Rejected 


Work 
Completed 


Engineer 






■ 


• 


1 



Fio. 24 — Meld Memorandum Slip for Field Inspection of Tile Drains 

plan whereby he may be regularly informed as to the progress 
and status of each one, to avoid confusion and assist him in 
planning the routine of his work. The telephone is useful 
in cases where telephones are accessible to the foreman or 
inspector, but the tendency when this agency is depended upon 
is for foremen to neglect the supplying of information because 
of toll rates, the inconvenience of telephones and the absence 
of the engineer from his office. The postal card system, al- 
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though subject to some of the same objections, is more effective. 
The cards may be furnished to the foremen, addressed, stamped 
and ruled on the back sides in a manner similar to Fig. 25 for 



Foreman's Report. 



Dist.No. 



100 



Tile Laid to SU.? 



Main to Sta. 49 
Br. A to Sta. 10 



Tile naulcd to 
Sta.? 



Main to 60 
Br. A to 15 
Br. B to 5 



Will Need 
Stakes? 



Wed., Mar. 6 



Date 



Mar. 2 



Rbmabks : 

Fio. 25— Form for Tile Drain Foreman's Report to the Engineer 

tile drains and Pig. 26 for open drains. Then the foremen are 
reminded of the information desired by the headings on the 
card, and will, if impressed with the importance of filling out 
and mailing them weekly or oftener, generally mail the reports 
with reasonable regularity. Unless some systematic method is 

FOBSSfAN'S REPOBT. 



Dist. No 



Ditch Dug 
to Sta.? 



Coal Hauled 
to Sta.? 



Will Need 
Stakes ? 



Date 



Rsmabkb: 

Fio. 26 — Form for Open Drain Foreman^s Report to the Engineer 

followed, the engineer may be ignorant as to whether the work 
is proceeding rapidly or slowly, whether the workmen are 
prosecuting the work or are laid off temporarily, whether tile 
are being regularly delivered, when the work should be again 
supervised, and other pertinent information which he should 
possess in order to plan his work to the best advantage and 
efficiently oversee the work. 
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Reference Records. — The author keeps another office record 
book which might be called a historical and ready reference 
book, and which has proven to be a distinct time saver and a 
valuable guide in the investigation of other similar projects. 
In this book each project is assigned the necessary pages and 
properly numbered and described and indexed on the front 
pages. Then in order the following information is from time 
to time supplied : the description of each section of the work, 
the length, size, average depth, greatest and least depths, esti- 
mated cost, grade and tributary watersheds for all tile lines, 
the length, number of cubic yards, slopes, base widths, average 
depths, estimated cost, grade and tributary watersheds for all 
sections of open drains, the date of preliminary survey, the 
time of commencement of the work, the time of completion, 
the name of the contractor, a table of the contract prices, the 
kind of tile that is used in each tile section, the topography of 
the tributary watershed area of each section, the average hauls, 
nature of the soils encountered during construction, and gen- 
eral remarks. 
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CHAPTER VI 

THE ESTIMATE OF COSTS OF DBAINAQE SYSTEMS 

Elements of Cost. — The estimating of total approximate 
costs of drainage systems is a comparatively simple matter, as 
the various cost items are few in number and may be closely 
estimated from local retail price lists and prevailing contract 
prices for similar work, providing considerable drainage work 
is being accomplished in the neighborhood- But of more 
import to contractors or bidders are the peculiar conditions or 
obstacles to be encountered during construction which will 
tend to increase or decrease the cost as compared to average 
costs. Therefore intelligently to estimate costs, drainage engi- 
neers must be familiar w^ith and recognize the items" of cost 
which must necessarily be considered by contractors and 
should deduce estimates from the contractor's standpoint, both 
for the purpose of arriving at accurate estimates and fairly 
presenting the facts to bidders. 

The cost factors to be considered by bidders are: cost of 
materials, cost of labor, cost of delivery of materials, cost of 
administering drainage contracts, cost and depreciation of 
necessary plant, cost of financing the contract, and probable 
damage claims and legal expenses. In addition to the probable 
contract price as thus estimated, the element of engineering 
and other contingent expenses and right of way or damage 
claims must be considered by the engineer in arriving at the 
total estimated cost to the owner. 

Cost of Materials for Tile and Open Drains. — The principal 
materials entering into the construction of tile drains are tile, 
gravel and cement for concrete work, grates, sewer pipe, cor- 
rugated pipe, tile Y's and sewer pipe T's. No material is per- 
manently placed in the average open drain excepting that nec- 
essary for the construction of a limited number of ditch inlets. 
As a rule, the cost of tile delivered at the nearest railroad 
station for points within the state of manufacture is fixed 
by the published price list of tile companies. The costs will 
be materially increased in cases where long-distance shipments 
are necessary. Discounts are seldom made by tile plants for 
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any consideration except cash payments excepting when trade 
wars occur between competing plants, a possibility which is 
not to be safely considered in estimating costs. 

The general prices for standard glazed clay tile, cement 
tile, tile Y's and T's, sewer pipe, sewer pipe Y's and T's, grates 
and corrugated pipe are listed in Table VII, together with 
other information of convenience to drainage engineers. These 
prices are applicable to the central western states and are sub- 
ject to slight fluctuations because of variations in the cost of 
labor and demand for tile. At the present time the quotations 
upon cement tile are approximately the same as for clay for 
the smaller and considerably cheaper for the larger sizes. How- 
ever, the standard of manufacture of cement tile is constantly 
tending toward a better product, and it is problematical as to 
what the difference in cost will finally be between properly 
manufactured tile of the two materials. As the engineer's esti- 
mate often precedes the installation of the work for periods of 
several years, it is a difficult matter to forecast accurately tile 
costs. However, allowances may be made for a general down- 
ward or upward trend of prices. It is an evident fact that tile 
production increases during wet periods when drainage is most 
extensively practiced, with a consequent tendency to overpro- 
duction during the succeeding drier years. These periods or 
cycles of wet or dry years occur at fairly regular intervals, 
and by an investigation of this tendency an engineer may 
forecast the general condition of the market with some degree 
of accuracy. The contractor's bid is compiled at a time closely 
preceding the actual purchase of the tile bill, and there is 
consequently less danger of changes in prevailing prices. The 
engineer's estimate should itemize the probable cost of tile, 
other materials, labor, etc., in order that contractors may com- 
pare the various units in relation to their cost at the time of 
estimating and the time of bidding, and make proper allow- 
ances and comparisons. 



Table IX — Price for Trenchino, Latino of Tile and Backfilling 

PER 100-Foot Station. 



Size of Tile 


3- Ft. 
Deep 


4-Ft. 
Deep 


5-Ft. 
Deep 


6-Ft. 
Deep 


7-Ft. 
Deep 


8-Ft. 
Deep 


4, 5 and 6 Id. 

7 and 8 in. 

10 in. 

12 in. 


$2.70 
3.30 
3.00 
4.20 


$3.80 
4.70 
5.60 
6.15 


$5.45 
6.35 
7.85 
8.70 


$ 7.75 

8.65 

10.70 

11.75 


$ 9.35 
10.55 
13.55 
14.75 


$12.00 
13.60 
16.60 
18.75 
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Table X — Coxvebsions of Feet to Bods. 



Foet 


Uods 


Feet 


Uods 


Feet 


Rods 


Feet 


Rods 


Feet 


Rods 


1 


.06 


^ ^ •* 

luu 


9.38 


34.- 


20.91 


570 


34.54 


950 


57.57 


2 


.12 


160 


9.69 


350 


21.21 


580 


35.15 


960 


58.19 


3 


.18 


165 


10.00 


35."> 


21.51 


590 


35.76 


970 


58.78 


4 


.24 


170 


10.30 


360 


21.82 


600 


36.36 


980 


59.39 


5 


.30 


175 


10.60 


36.-» 


22.12 


610 


36.96 


990 


60.00 


6 


.36 


180 


10.90 


370 


22.42 


620 


37.57 


1000 


60.60 


7 


.42 


185 


11.20 


375 


22.73 


630 


38.18 


1100 


66.66 


8 


.49 


190 


11.51 


380 


23.03 


640 


38.78 


1200 


72.73 





.55 


195 


11.81 


385 


23.33 


650 


39.39 


1300 


78.79 


10 


.61 


200 


12.12 


390 


23.64 


660 


40.00 


1400 


84.85 


15 


.91 


205 


12.42 


395 


23.94 


670 


40.60 


1500 


90.91 


20 


1.22 


210 


12.72 


400 


24.24 


680 


41.21 


1600 


96.97 


25 


1.52 


215 


13.02 


405 


24.54 


690 


41.82 


1700 


103.03 


30 


1.82 


220 


13.33 


410 


24.84 


700 


42.42 


1800 


109.09 


35 


2.12 


225 


13.63 


415 


25.15 


710 


43.02 


1900 


115.15 


40 


2.43 


230 


13.94 


420 


25.45 


720 


43.63 


2000 


121.21 


45 


2.73 


235 


14.24 


42.^. 


25.75 


730 


44.24 


2500 


151.52 


50 


3.03 


240 


14.54 


430 


26.06 


740 


44.84 


3000 


181.82 


5." 


3.33 


245 


14.85 


435 


26.36 


750 


45.45 


3500 


212.12 


60 


3.64 


250 


15.15 


440 


26.66 


760 


46.06 


4000 


242.42 


65 


3.94 


255 


15.45 


445 


26.97 


770 


46.66 


4500 


272.72 


70 


4.24 


260 


15.76 


450 


27.27 


780 


47.27 


5000 


303.03 


75 


4.54 


265 


16.06 


455 


27.57 


790 


47.88 


5500 


333.33 


80 


4.85 


270 


16.36 


460 


27.88 


800 


48.48 


6000 


363.63 


85 


5.15 


275 


16.67 


465 


28.18 


810 


49.08 


6500 


393.93 


00 


5.46 


280 


16.97 


470 


28.48 


820 


49.69 


7000 


424.24 


05 


5.76 


28.^. 


17.27 


475 


28.79 


830 


50.30 


7500 


454.54 


100 


6.06 


290 


17.58 


480 


29.09 


840 


50.90 


8000 


484.85 


105 


6.36 


295 


17.88 


485 


29.39 


850 


51.51 


8500 


515.16 


110 


6.66 


300 


18.18 


490 


29.70 


860 


52.12 


9000 


545.45 


115 


6.96 


305 


18.48 


495 


30.00 


870 


52.72 


9500 


575.76 


120 


7.27 


310 


18.78 


500 


30.30 


880 


•53.33 


10000 


606.06 


125 


7.57 


315 


19.09 


510 


30.90 


890 


53.94 


10500 


636.36 


130 


7.87 


820 


19.39 


520 


31.51 


900 


54.54 


11000 


666.66 


135 


8.17 


325 


19.69 


530 


32.12 


910 


55.14 


11500 


696.97 


140 


8.48 


330 


20.00 


540 


32.72 


920 


55.74 


12000 


727.27 


M5 


8.78 


335 


20.30 


550 


33.33 


930 


56.35 


12500 


767.58 


150 


9.08 


340 


20.60 


560 


33.94 


940 


56.96 


13000 


787.88 



The amount of concrete work necessary usually consti- 
tutes a small percentage of the contract cost, and may be esti- 
mated with sufficient accuracy at $8 to $10 per cubic yard. In 
cases where larger quantities of concrete are used, the cost 
of gravel, cement, forms and other necessary items should be 
definitely computed from local prices and estimates made 
accordingly. 

Cost of Labor for Tile Drains. — While the foregoing mate- 
rial cost items may be estimated with reasonable exactness, 
especially by bidders, the cost of labor does not admit of such 
accurate approximation. The rates of wages often fluctuate as 
much as 30 to 40 per cent upward or downward during the 
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time intervening between tlie preparation of the estimate and 
the process of construction. To the contractor operating on a 
small capital margin such changes are serious. In many cases 
the original contractor attempts to insure his profit by tenta- 
tively sub-letting all labor before submitting the bid. This 
arrangement results satisfactorily as long as the sub-contractor 
is prospering, but the sub-cantractor usually operates with 
little surplus capital, and in case of unforeseen losses must 
either abandon the work or receive additional support from the 
original contractor. In all instances of this nature — and they 
are far from exceptional — the contracting party or his bonds- 
men must ultimately sustain the losses. 

The cost of trenching, laying of tile and back filling may 
be estimated by the lineal foot or rod or per cubic yard of ex- 
cavation, the price varying according to depth and other influ- 
encing factors; but w-hatever the system used, the rate of 
wages and condition of soil and weather are governing con- 
siderations. Drainage contractors have generally been forced 
to gamble upon the nature of the soil and file bids in accord- 
ance with the restrictions of competition, and as a result 
often bears destructive losses or receives unreasonable profits. 
Common business justice should require that soil surveys be 
made and recorded for the investigation of bidders. Such a 
procedure would tend to attract the better class of contractors 
and discourage the inexperienced and incompetent plungers 
from attempting work which they would be unable to execute 
properly. The slight increase in first cost would be more than 
compensated for by the advantages accruing from the intelli- 
gent prosecution and completion of the work. 

Cost of Trenching. — Contractors generally estimate the cost 
of trenching by the lineal rod or station of 100 ft., the rate 
per unit of distance being increased as the depth increases. 
Also estimates are sometimes based upon the yardages to be 
excavated, as is more customary for sewer trenches. The lat- 
ter method proves the more convenient and practicable, as by 
the use of a yardage table the total yardages may be readily 
computed and comparisons are more readily made in relation 
to wage rates. Yardages for trenches of given widths and 
average depths may be taken from Table VIII. The given top 
widths are those used in practice for average trenches. For 
trenches in stable soils the trenches are narrowed towards the 
base, thus resulting in a less number of yards excavated than is 
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given in the table, as the computations are based upon trenches 
with vertical sides. On the contrary, loose, wet soils will 
result in the caving of the trench banks and will require the 
removal of excess yardages or the cutting of vertical sides and 
the installation of sheeting to support the earth pressure. 
Hence the given yardages may be applied to all trenches and 
varying costs per cubic yard assigned for different soil condi- 
tions and different wage rates. An analysis of a large num- 
ber of actual (Iowa) contract prices for trenching, laying of 
tile and back filling has demonstrated that contractors as a rule 
have estimated the total cost of this work, including the con- 
tractors' profits, on a basis equivalent to an average rate of 
40 cents per cubic yard for depths of 3 to 12 ft. for the sizes 
of tile included below the heavy line in Table VIII, at a 
wage rate of $2.50 per day for common labor without board 
and $3.50 to $4.00 per day for skilled tile layers and foremen. 
Contracts in individual cases have been let at rates correspond- 
ing to 30 cents per cubic yard at the minimum to 70 cents per 
cubic yard at the maximum, these variable rates depending 
more upon the assumed soil and weather conditions and upon 
competition than upon the wage rate, as the wage rate is 
fairly constant for the period upon which these averages have 
been based. Table IX gives the average cost of the same items 
for 100-ft. sections for the sizes included above the heavy line 
in Table VIII for given depths and prices per lineal rod. As 
many tilers, especially for small farm drains, figure their work 
by the lineal rod, and as engineers' measurements are in feet, 
a table of reductions from feet to rods is given, Table X. Sta- 
tistics compiled by contracting firms would be helpful to en- 

TABLE XI — CONTBACT PRICES FOR DITCHES OF DIFFERENT YARDAGES. 



Yardages 


Average Coal Haul 


Contract Cost per Cu. Yd. 


04.154 
75,000 
80.000 


4 miles 
6 miles 


f0.15 
0.12 
0.12 


02,000 
112.182 
141.741 
105.000 


4 miles 

5 miles 
2 miles 


0.11 
0.10 
0.09 
0.085 


202,277 
362.000 


4 miles 


0.075 
0.07 


800.000 




0.065 









gineers and valuable particularly to the contracting profession, 
and more such data should in the common interest of the pro- 
fession be prepared and published. 
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EstcavaHon Table. 



TABLE XII. 
3-FooT Bottom. 



Side Slopes, 1 to 1. 



Depth 





.1 


.2 


.3 


.4 


.5 


.6 


.7 


.8 


.9 


2' 


37.0 


39.7 


42.4 


45.2 


48.0 


50.9 


53.9 


57.0 


60.1 


63.4 


3' 


66.7 


70.0 


73.5 


77.0 


80.6 


84.3 


88.0 


91.8 


95.7 


99.7 


4' 


103.7 


107.8 


112.0 


116.3 


120.6 


125.0 


129.5 


134.0 


138.7 


143.4 


6' 


148.1 


153.0 


157.9 


162.9 


168.0 


173.1 


178.4 


183.7 


189.0 


194.6 


6' 


200.0 


205.6 


211.3 


217.0 


222.8 


228.7 


234.7 


240.7 


246.8 


253.0 


7' 


250.3 


265.6 


272.0 


278.5 


285.0 


291.7 


298.4 


305.2 


312.0 


318.0 


8' 


325.0 


333.0 


340.2 


347.4 


354.7 


362.0 


369.5 


377.0 


384.6 


392.3 


9' 


400.0 


407.8 


415.7 


423.7 


431.7 


439.8 


448.0 


456.5 


464.6 


473.0 


lO* 


481.5 


490.0 


498.7 


507.4 


516.2 


525.0 


533.9 


542.9 


552.0 


561.2 



4-FooT Bottom. 



Depth 





.1 


.2 
85.3 


.3 


.4 


.5 


.6 


.7 


.8 


.9 


3' 


77.8 


81.5 


89.2 


93.2 


97.2 


101.3 


105.5 


109.8 


114.1 


4' 


118.5 


123.0 


127.0 


132.2 


136.9 


141.7 


146.5 


151.5 


156.4 


161.5 


5' 


166.7 


171.9 


177.2 


182.6 


188.0 


193.5 


198.9 


204.8 


210.5 


216.3 


6' 


222.2 


228.2 


234.2 


240.3 


246.5 


252.8 


259.1 


265.5 


272.0 


278.6 


7' 


285.2 


291.8 


298.7 


305.5 


312.4 


319.4 


326.5 


333.7 


340.9 


348.2 


8' 


355.5 


363.0 


370.5 


378.1 


385.8 


393.5 


401.3 


409.2 


417.2 


425.2 


9' 


433.3 


441 5 


449.8 


458.1 


466.5 


475.0 


483.6 


492.2 


500.9 


509.7 


10' 


518.5 


527.4 


536.4 


545 5 


554.7 


563.9 


573.2 


582.6 


592.0 


601.5 


11' 


611.1 


620.8 


630.5 


640.8 


650.2 


660.2 


670.2 


680.3 


690.5 


700.8 


12' 


711.1 


721.5 


732.0 


742.6 


753.2 


763.9 


774.7 


785.5 


796.4 


807.4 


13' 


818.5 


829.7 


840.9 


852.2 


863.6 


875.0 


886.5 


898.1 


909.8 


921.5 


14' 


933.3 


945.2 


957.2 


969.2 


981.3 


993.5 


1005.8 


1018.1 


1030.5 


1043.0 


15' 


1055.5 


1068.2 


1080.9 


1093.7 


1106.5 


1119.4 


1132.4 


1145.5 


1158.7 


1171.9 


16' 


1185.2 


1198.6 


1212.0 


1225.5 


1239.1 


1252.8 


1266.6 


1280.3 


1294.2 


1308.2 



6-Foot Bottom. 



Depth 





.1 


.2 


.3 


.4 


.5 


.6 


.7 


.8 


.9 


3' 


100.0 


104.5 


109.0 


113.7 


118.4 


123.1 


128.0 


132.9 


137.9 


143.0 


4' 


148.1 


153.4 


158.7 


164.0 


169.5 


175.0 


180.6 


186.3 


192.0 


197.8 


5' 


203.7 


209.7 


215.7 


221.8 


228.0 


234.3 


240.6 


247.0 


253.5 


260.0 


6' 


260.6 


273.4 


280.1 


287.0 


293.9 


300.9 


308.0 


315.1 


822.4 


829.7 


7' 


337.0 


344.4 


352.0 


359.6 


367.3 


375.0 


382.8 


390.7 


398.7 


406.7 


8' 


414.8 


423.0 


431.3 


439.6 


448.0 


456.5 


465.0 


473.7 


482.4 


491.1 


9' 


500.0 


508.9 


517.9 


527.0 


536.1 


545.4 


554.7 


564.0 


678.5 


683.0 


10' 


592.6 


002.3 


612.0 


621.8 


631.7 


641.7 


651.7 


661.8 


672.0 


682.3 


11' 


692.6 


703.0 


713.5 


724.0 


734.7 


745.4 


756.1 


767.0 


777.9 


788.9 


12' 


800.0 


811.1 


822.4 


833.7 


845.0 


856.5 


868.0 


879.6 


891.3 


003.0 


13' 


914.8 


926.7 


938.7 


950.7 


962.8 


975.0 


987.3 


999.6 


1012.0 


1024.5 


14' 


1037.0 


1049.7 


1062.4 


1075.1 


1088.0 


1100.9 


1114.0 


1127.0 


1140.1 


1153.4 


15' 


1167.6 


1180.0 


1193.4 


1207.0 


1220.6 


1234.3 


1248.0 


1261.8 


1275.7 


1280.7 


16' 


1303.7 


1317.8 


1332.0 


1346.3 


1360.6 


1375.0 


1389.5 


1404.0 


1418.7 


1433.4 


17' 


1448.2 


1463.0 


1477.9 


1492.9 


1508.0 


1523.2 


1538.4 


1553.7 


1569.0 


1584.5 


18' 


1600.0 


1615.6 


1631.3 


1647.0 


1662.8 


1678.7 


1694.7 


1710.7 


1726.8 


1743.0 
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Excavation Table. 



TABLB XII— Continued 
8-FooT Bottom. 



Side Slopes, 1 to 1. 



Depth 





.1 


.2 


.3 


.4 


.5 


.6 


.7 


.8 


.9 


3' 


122.1 


127.4 


132.7 


138.1 


143.6 


149.1 


154.7 


160.3 


166.1 


171.9 


4' 


177.8 


183.7 


189.8 


195.9 


202.1 


208.3 


214.7 


221.1 


227.6 


234.1 


5' 


240.7 


247.4 


254.2 


261.1 


268.0 


275.0 


282.1 


289.2 


296.4 


803.7 


6' 


311.1 


318.6 


320.1 


333.7 


341.3 


349.1 


356.9 


364.8 


372.7 


380.8 


r 


388.0 


307.1 


405.3 


413.7 


422.1 


430.6 


439.1 


447.7 


455.7 


465.2 


8' 


474.1 


483.0 


492.0 


501.1 


510.2 


519.4 


528.7 


538.1 


547.6 


657.1 


9' 


5G0.7 


570.3 


586.1 


595.9 


605.8 


615.7 


625.8 


635.9 


646.1 


656.3 


10' 


6GC.7 


677.1 


687.6 


698.1 


708.7 


719.4 


734.2 


741.1 


752.0 


763.0 


11' 


774.1 


785.2 


796.3 


807.7 


819.1 


830.6 


842.1 


853.7 


865.3 


877.1 


12' 


888.0 


000.8 


912.7 


924.8 


936.9 


949.1 


961.3 


973.7 


086.1 


908.6 


13' 


1011.1 


1023.7 


1036.4 


1049.2 


1062.1 


1075.0 


1088.0 


1101.1 


1114.2 


1127.4 


14' 


1140.7 


1154.1 


1167.6 


1181.1 


1194.7 


1208.3 


1222.1 


1235.9 


1249.8 


1263.7 


15' 


1277.8 


1201.9 


1306.1 


1320.3 


1334.7 


1349.1 


1363.6 


1378.1 


1392.7 


1407.4 


16' 


1422.2 


1437.1 


1452.0 


1467.0 


1482.1 


1497.2 


1512.4 


1527.7 


1543.1 


1558.6 


17' 


1574.1 


1589.7 


160.'S.3 


1621.1 


1636.9 


1652.8 


1668.7 


1684.8 


1700.9 


1717.1 


18' 


1733.3 


1749.7 


1766.1 


1782.0 


1799.1 


1815.7 


1832.4 


1849.2 


1866.1 


1883.0 



10-FooT Bottom. 



Depth 





.1 


2 


.3 


.4 


.5 


.6 


.7 


.8 


.0 


3' 


144.4 


150.4 


156.4 


162.6 


168.7 


175.0 


181.3 


187.7 


194.2 


200.8 


4' 


207.4 


214.1 


220.9 


227.7 


234.7 


241.7 


248.7 


255.9 


263.1 


270.4 


5' 


277.8 


285.2 


292.7 


300.3 


308.0 


315.7 


323.6 


331.4 


830.4 


347.4 


6' 


355.6 


363.7 


372.0 


380.3 


388.7 


397.2 


405.8 


414.4 


423.1 


431.9 


7' 


440.7 


440.7 


458.7 


467.7 


476.9 


486.1 


495.4 


504.8 


614.2 


628.7 


8' 


533.3 


543.0 


552.7 


562.6 


572.4 


582.4 


592.4 


602.6 


612.7 


623.0 


9' 


633.3 


643.7 


654.2 


664.8 


675.4 


686.1 


696.9 


707.7 


718.7 


729.7 


10' 


740.7 


751.9 


763.1 


774.4 


785.8 


797.2 


808.7 


820.3 


832.0 


848.7 


11' 


855.5 


867.4 


8794 


891.4 


903.5 


915.7 


928.0 


940.3 


952.7 


065.2 


12' 


977.7 


990.4 


1003.1 


1015.9 


1028.7 


1041.7 


1054.7 


1067.7 


1080.0 


1094.1 


13' 


1107.4 


1120.8 


1134.2 


1147.7 


1161.3 


1175.0 


1188.7 


1202.5 


1216.4 


1230.4 


14' 


1244.4 


1258.6 


1272.7 


1287.0 


1301.3 


1315.7 


1330.2 


1344.8 


1350.4 


1374.1 


15 


1388.9 


1 403.7 


1418.7 


1433.7 


1448.7 


1463.9 


1479.1 


1494.4 


1509.8 


1525.2 


16' 


1540.7 


1556.3 


1572.0 


1587.7 


1603.6 


1619.4 


1635.4 


1651.4 


1667.6 


1683.7 


17' 


1700.0 


1716.3 


1732.7 


1749.2 


1765.8 


1782.4 


1799.1 


1815.9 


1832.7 


1849.7 


18' 


1866.7 


1883.7 


1900.9 


1918.1 


1935.4 


1952.8 


1970.2 


1987.7 


2005.3 


2023.0 


19' 


2040.7 


2058.6 


2076.4 


2094.4 


2112.4 


2130.6 


2148.7 


2167.0 


2185.3 


2203.7 


20' 


2222.2 


2240.8 


2259.4 


2278.1 


2296.9 


2315.7 


2334.7 


2353.7 


2372.7 


2891.0 



12-Foot Bottom. 



Depth 

3' 

4' 

5' 

6' 

7' 

8' 

9' 

10' 

11' 

12' 

13' 

14' 

15' 

16' 

17' 

18' 

19' 

20' 







166.7 

237.0 

314.8 

400.0 

492.6 

502.6 

700.0 

814.8 

937.0 

1066.7 

1 203.7 

1348.1 

1500.0 

1 659.3 

1825.9 

2000.0 

2181.5 

2370.4 



.1 



173.4 

244.5 

323.0 

408.9 

502.3 

603.0 

711.1 

826.7 

949.7 

1080.0 

1217.8 

1363.0 

1515.6 

1675.6 

1843.0 

2017.8 

2200.0 

2389.7 



.2 



180.2 
252.0 
331.3 
417.9 
512.0 

613.5 

722.4 

838.7 

962.4 

1093.5 

1232.0 

1377.9 

1531.3 

1692.0 

1860.2 

2035.7 

2218.7 

2409.0 



.8 



187.0 

259.6 

339.6 

427.0 

621.8 

624.0 

733.7 

850.7 

975.1 

1107.0 

1246.3 

1392.9 

1547.0 

1708 5 

1877.4 

2053.7 

2237.4 

2428.5 



.4 



193.9 

267.3 

348.0 

436.2 

531.7 

634.7 

745.0 

862.8 

988.0 

1120.6 

1260.6 

1408.0 

1562.8 

1725.0 

1894.7 

2071 7 

2256.1 

2448.0 



.5 



200.9 

275.0 

856.0 

445.4 

641.7 

645.4 

756.5 

875.0 

1000.9 

1134.3 

1275.0 

1423.1 

1578.7 

1741.7 

1912.0 

2089.8 

2275.0 

2467.6 



.6 



209.0 

282.8 

365.0 

454.7 

551.7 

656.2 

768.0 

887.3 

1013.9 

1148.0 

1289.5 

1438.4 

1594.7 

1758.4 

1929.5 

2108.0 

2293.9 

2487.3 



215 
290 
373 
464 
661. 
667. 
779 
899. 

1027 

1161. 

1304 

1453. 

1610 

1775. 

1947. 

2126. 

2312. 

2507. 



7 

8 

6 
6 
.0 
,8 

,7 
7 
1 
,0 
3 
9 




.8 



222.4 

298.7 

882.4 

473.5 

672.0 

677.9 

791.3 

912.0 

1040.1 

1176.7 

1318.7 

1469.0 

1626.8 

1792.0 

1964.6 

2144.6 

2382.0 

2626.8 



.9 



229.7 

306.7 

891.2 

488.0 

682.8 

688.0 

808.0 

924.5 

1063.4 

1189.7 

1338.4 

1484.5 

1648.0 

1808.9 

1982.8 

2168.0 

2851.1 

2546.7 
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Bteavation TahU. 



TABLE XII— CoDtinned 

i4-F00T BOTTOU. 



18-FooT Bottom. 



Depth 


.1 .2 


,3 


.4 


.5 


.6 


.7 


.8 


.0 


8' 


7T0.4 78 .0 TUn. 










860,3 










ojo:; 


0,'ia!'. 




Ni: 


85.1 


oooio 






nnu.j fli .1 a-M. 


070,6 


10!)4.( 


108.4 


22. 


37.J 


162.0 






isi.e iiM.'a 2iiJ 


226.1 




2S6.5 


71. 




302.4 


317^ 




333 a 1348.0^ 3«I4. 


am.i 




412.1 






460. 


476. 




4S2.< 160D.a G23. 


341.8 




37a.* 






826. 


642. 






710.1 




743.4 






798.' 


815. 


a* 




887.< 




023,1 






vn. 


088. 


e- 




2070.1 




108.4 






im. 


164. 


7' 




261.11 




301 .( 


20! 




360. 


380. 


8- 


400:o a420.1 440!! 


4«(1,.1 


2480:; 


.-500,0 




4l!( 


562. 


583. 


If 


603.11 ^>fl24.B (MS. 


«6e.a 


20S7.3 


7(18.4 


29! 


fiO.7 


772.( 


703. 


w 




870 .0 


2001.3 






2»66,« 


■niso.o 




20-Fotyi BoTTOu. 


Depth 


.1 


.2 




A 


.5 .6 .7 


.8 .8 




1111 1126.0 


40 


sail 


1171-0 


llSQ.l 12 1.3(1216.6 


232 ( 1247.4 






12T8.a 




2 


10 




1325.8 


1341.7 13 7 


6 3 3.7 


380 8^1406.0 




42i 


2 1438.6 




( 






UHSX 


1604.6 16 \ 


S 338.1 


395 


3^ 1571.8 




58E 


1606.0 




1 


4( 










727 








1780.1 




1 


1< 




1834.1 


1852:8 18 1 


8 a'.: 


007 


1 1026:0 


' 


n44 






f 


2000 




2010.1 


2038.0^ 206( 


20 6.9I 


2005 






131 


3 2152;f 


7i 


( 


81 


: 


2211.0 




2 2 0.0 


280 




7' 


320 


6 2340.1 


23«f 


( 


Of 





2410.2 




W 4 1.4 


402 


Ol 2512.6 


8' 


S33 











n 


2610.1 


2638!fll 2031 


1^ 6 0.: 


701 


6 272.1.0 


(K 


T4; 


4 2766;; 


81 


6 


801 


2 


2931.< 


2R52.d28 4 


g a 6,6 






0' 






3007 6 


3030 


3052.4 


307S.n3097 


fl31 0.3 


143 113166.0 
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Cost of Delivery of Materials.— Under the division of cost of 
delivery of materials will be considered only the cost of trans- 
porting all requisite materials from the nearest railroad sta- 
tion to the line of work. Because of the small amount of 
gravel, cement and forms necessary, the average cost per cubic 
yard for concrete work may be considered as including all 
items connected with concrete work. The cost of delivery of 
tile forms a large percentage of any tile drain cost because 
of the tonnage involved. This work is usually best accom- 
plished by the contractor sub-letting the hauling to local par- 
ties at so much per ton, an arrangement which may also 
prove unsatisfactory in case the sub-contractor fails to clear 
any profits. A more businesslike method would be to with- 
hold a percentage to insure the completion of the hauling, but 
as a rule available teamsters in country towns generally refuse 
to contract the work otherwise than upon a full cash payment 
basis. They are also often able to dictate their own terms 
and fix their own standards of compliance, because of their 
scarcity. 

Conditions favorable to low ton mile rates are hard roads, 
level gradients, stable right of way along which the tile are 
to be distributed, such a length of haul that a definite number 
of round trips may be made in one day, and dry weather 
during the time of hauling. It is seldom, however, that many 
of these conditions exist in a given case. The average country 
roads are not surfaced with hard material, and become heavy 
and impassable during wet weather, and it often occurs, at such 
times, that the delivery of tile cannot be readily delayed 
because of the economy of hauling direct from the car and the 
demand for tile at the line of ditch. At times when tile com- 
panies are sufficiently stocked to be able to make shipments as 
desired, the delivery of tile may be more closely conformed to 
road conditions. The necessity of traversing one or more steep 
hills on the route or of distributing the tile upon wet, swampy 
locations, conditions which require lighter loads or the occa- 
sional doubling of teams, tend materially to increase the cost of 
hauling. To estimate the cost of hauling per ton most accu- 
rately the number of tons per load that may be successfully 
hauled and the number of trips possible per team per day 
should be estimated for the probable road conditions, and the 
resulting daily tonnage divided into the rate of wages cus- 
tomary for a man and team per day gives the approximate cost 
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TABLE XIII. 
Fob 8i<opr8 of 1% to 1 Add Following Yaroaobs to 1 to 1 Yaiidaobs. 



Depth 





.1 


.2 


.3 


.4 


.5 


.6 


.7 


.8 


.0 


3' 


8.3 


8.0 


0.5 


10.1 


10.7 


11.4 


12.0 


12.7 


13.3 


14.1 


4' 


14.8 


15.6 


16.3 


17.1 


17.0 


18.7 


10.6 


20.4 


21.4 


22.3 


6' 


23.2 


24.1 


25.0 


26.0 


27.0 


28.1 


20.2 


30.1 


31.2 


32.3 


6' 


33.4 


34.4 


35.6 


36.8 


37.0 


30.1 


40.3 


41.6 


42.8 


44.1 


r 


45.4 


46.8 


48.0 


40.4 


60.7 


52.1 


53.5 


54.0 


56.3 


57.8 


8' 


50.3 


60.7 


62.3 


63.8 


65.3 


66.0 


68.5 


70.1 


71.7 


73.4 


0' 


75.0 


76.7 


78.3 


80.1 


81.8 


83.6 


85.3 


87.1 


88.0 


00.7 


ic 


02.6 


94.5 


06.4 


08.2 


100.1 


102.1 


104.0 


106.0 


108.0 


110.0 


11' 


112.0 


114.1 


116.2 


118.3 


120.4 


122.5 


124.6 


126.8 


128.0 


131.0 


12' 


133.3 


135.6 


137.8 


140.0 


142.4 


144.7 


147.0 


140.4 


151.7 


154.1 


13' 


156.5 


158.0 


161.3 


163.8 


166.2 


168.7 


171.2 


173.7 


176.3 


178.0 


14' 


181.5 


184.1 


186.7 


180.3 


102.0 


104.7 


107.3 


200.0 


202.8 


205.6 


15' 


208.4 


211.2 


214.0 


216.8 


210.6 


222.4 


225.3 


228.2 


231.1 


234.0 


16' 


237.0 


240.0 


243.0 


246.0 


240.0 


252.1 


255.2 


258.3 


261.4 


264.5 


17' 


267.6 


270.7 


273.0 


277.1 


280.3 


283.6 


286.0 


200.2 


203.5 


206.8 


18' 


300.1 


303.4 


306.8 


310.2 


313.6 


317.0 


320.4 


323.8 


327.3 


330.8 


IQ' 


334.3 


337.8 


341.4 


345.0 


348.6 


352.2 


355.8 


350.4 


363.0 


366.7 


20' 


370.4 


374.1 


377.8 


381.5 


385.3 


380.1 


302.0 


306.7 


400.5 


404.4 





Fob Slopes 


OF 1% 


TO 1 Add Yabdages 


TO 1 TO 1 Yardages. 




Depth 





.1 


.2 


.3 


.4 


.5 


.6 


.7 


.8 


.0 


8' 


16.6 


17.8 


10.0 


20.2 


21.4 


22.7 


24.0 


25.4 


26.7 


28.2 


4' 


20.6 


31.2 


32.0 


34.2 


35.8 


37.4 


30.2 


40.0 


42.7 


44.5 


5' 


46.3 


48.2 


50.1 


62.0 


54.0 


66.0 


68.1 


60.1 


62.3 


64.5 


6' 


66.7 


68.0 


71.2 


73.5 


75.0 


78.3 


80.7 


83.1 


85.6 


88.1 


7' 


00.7 


03.4 


06.0 


08.7 


101.5 


104.2 


107.0 


100.8 


112.7 


115.6 


8' 


118.6 


121.5 


124.5 


127.6 


130.6 


133.8 


137.0 


140.2 


143.4 


146.7 


0' 


150.0 


153.4 


156.7 


160.2 


163.6 


167.1 


170.6 


174.2 


177.8 


181.5 


10' 


185.2 


180.0 


102.7 


106.5 


200.3 


204.2 


208.1 


212.0 


216.0 


220.0 


ir 


224.1 


228.1 


232.3 


236.5 


240.7 


244.0 


240.2 


253.5 


257.0 


262.2 


12' 


266.7 


271.1 


275.6 


280.1 


284.7 


280.3 


204.0 


208.7 


303.5 


308.2 


13' 


313.0 


317.8 


322.7 


327.6 


332.5 


337.5 


342.5 


347.5 


352.6 


357.8 


14' 


363.0 


368.2 


373.4 


378.7 


384.1 


380.5 


304.0 


400.3 


405.7 


411.2 


15' 


416.7 


422.3 


427.0 


433.5 


430.2 


444.0 


450.6 


456.4 


462.3 


468.2 


16' 


474.1 


480.0 


486.0 


402.0 


408.1 


604.2 


510.4 


516.6 


522.8 


620.0 


17' 


535.2 


541.5 


547.0 


554.3 


560.7 


667.1 


573.6 


580.1 


586.7 


503.3 


18' 


600.0 


606.7 


613.4 


620.1 


626.8 


633.6 


640.5 


647.4 


654.3 


661.3 


10' 


668.3 


675.4 


682.6 


680.8 


607.0 


704.2 


711.6 


718.7 


726.0 


733.4 


20' 


740.8 


748.2 


755.6 


763.1 


770.7 


778.3 


785.0 


703.5 


801.2 


808.9 
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per ton. At the rate of $5.00 per day for a man and team, the 
cost of hauling averages from 50 to 80 cts. per ton mile for the 
first mile and 20 cts. to 35 cts. per ton mile for each additional 
mile. Over favorable earth roads one team will move a 2 to 
2V1> ton load as readily as two teams could move a 1 ton load- 
under the most unfavorable conditions, which indicates the 
difficulty of tabulating average ton mile costs and illustrates 
the risk of a contractor basing his bid upon the possibility of 
favorable roads. The cost of transporting dredging machinery 
and hauling coal in general would be subject to the same road 
restrictions applicable to the hauling of tile. The costs of 
dredging outfits, their transportation, assembling and tearing 
down, cost of hauling coal, and the cost of all other items con- 
nected with open drains not being accurately available, a list 
of contract prices per yard for drains of varying yardages is 
given in Table XI. This table illustrates approximately the 
total cost per cubic yard considered necessary to cover all costs 
for contracts of the given yardages and Iowa soil conditions. 

Yardage Computations for Open Drains. — As the yardage 
involved is the basis for all computations in relation to open 
drains, a table showing the yardages for 100 ft. sections for 
varying depths for given base widths and slopes is very con- 
venient to drainage engineers and contractors. Table XII 
gives the yardages for open ditches of side slopes of 1 to 1 
and different base widths and depths. As practically all open 
drains are in level agricultural territory, the yardages are com- 
puted on the basis of level ground surfaces. In case of side 
slopes of 1^/4 to 1 or V/2 to 1, the yardages may be totaled for 
all sections on the assumption that the side slopes are 1 to 1 
and the difference in yards between 1 to 1 sections and sections 
of the given slope listed from Table XIII and the total of addi- 
tional cubic yards added to the total yards for sections of 
1 to 1 ditches of similar depths. 

The yardage of ditches of any base width and any slopes 
may be computed from Table XIV by the use of the formula 

Cubic Yards = A (gQ ) +Cx8 

where A = Sum of yards in the rectangular sections of a ditch 

of 20-ft. base and similar depths. 
^ = Base width of ditch. 
C = Sum of yards in the triangular sections of a 1 to 1 

sloped ditch of similar depths. 
fi^ = Rate of horizontal to vertical slope. 



\ 
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TABLE XIV. 

Yasdaqb in the 2 Tbiangttlar Secs. of 1 

FOB ALL Bases. 



TO 1 Sloped Ditches 



Depth 





.1 


.2 


.3 


.4 


.5 


.6 


.7 


.8 


.9 


8' 


33.3 


35.6 


37.9 


40.3 


42.8 


45.4 


48.0 


50.7 


53.5 


56.5 


4' 


59.3 


62.3 


65.3 


68.5 


71.7 


75.0 


78.4 


81.8 


85.3 


88.9 


5' 


92.6 


96.3 


100.1 


104.0 


108.0 


112.0 


110.1 


120.3 


124.6 


128.9 


6' 


133.3 


137.8 


142.4 


147.0 


151.7 


150.5 


161.3 


166.3 


171.3 


176.3 


7' 


181.5 


186.7 


192.0 


197.4 


202.8 


208.3 


213.9 


219.6 


225.3 


231.1 


8' 


237.0 


243.0 


249.0 


255.1 


261.3 


2C7.6 


273.9 


280.3 


286.8 


293.4 


9' 


300.0 


306.7 


313.5 


320.3 


327.3 


334.3 


341.3 


348.5 


355.7 


363.0 


10'- 


370.4 


377.8 


385.3 


392.9 


400.6 


408.3 


410.1 


424.0 


432.0 


440.0 


11' 


448.1 


456.3 


464.6 


472.9 


481.3 


489.8 


498.4 


507.0 


515.7 


524.5 


12' 


533.3 


542.3 


551.3 


560.3 


569.5 


578.7 


588.0 


597.4 


606.8 


616.3 


13' 


625,9 


635.6 


645.3 


655.1 


665.0 


675.0 


685.0 


695.1 


705.3 


715.6 


14' 


725.9 


736.3 


746.8 


757.4 


768.0 


778.7 


789.5 


800.3 


811.3 


822.3 


15' 


833.3 


844.5 


855.7 


807.0 


878.4 


889.8 


901.3 


912.9 


924.6 


936.3 


16' 


948.1 


960.0 


972.0 


984.0 


996.1 


1008.3 


1020.6 


1032.9 


1045.3 


1057.8 


17' 


1070.4 


1083.0 


1095.7 


1108.5 


1121.3 


1134.3 


1147.3 


1160.3 


1173.5 


1186.7 


18' 


1200.0 


1213.4 


1226.8 


1240.3 


1253.0 


1267.G 


1281.3 


1295.1 


1309.0 


1323.0 


19' 


1337.0 


1351.1 


1365.3 


1379.6 


1393.9 


1408.3 


1422.8 


1437.4 


1452.0 


1466.7 


20^ 


1481.5 


1496.3 


1511.3 


1526.3 


1541.3 


1556.5 


1571.7 


1587.0 


1602.4 


1617.8 



Yardages in the Rectangular Secs. of 20' Base Ditches. 



Depth 





.1 


.2 


.3 


.4 


• 

.5 


.0 


.7 


.8 


.9 


3' 


222.2 


229.C 


237.0 


244.4 


251.9 


259.3 


266.7 


274.1 


281.5 


288.9 


4' 


296.3 


303.7 


311.1 


318.5 


325.9 


333.3 


340.7 


348.1 


355.5 


362.9 


5' 


370.4 


377.8 


385.2 


392.(5 


400.0 


407.4 


414.8 


422.2 


429.6 


437.0 


6' 


444.4 


451.8 


459.2 


400.7 


474.1 


481.5 


488.9 


496.3 


503.7 


511.1 


7' 


518.5 


525.9 


533.3 


540.7 


548.1 


555.6 


563.0 


570.4 


577.8 


585.2 


8' 


592.6 


600.0 


607.4 


614.8 


622.2 


629.6 


637.0 


644.4 


651.8 


659.2 


9' 


666.7 


674.1 


681.5 


688.9 


696.3 


703.7 


711.1 


718.5 


725.9 


733.3 


10' 


740.7 


748.1 


755.5 


762.9 


770.3 


777.8 


785.2 


792.6 


800.0 


807.4 


11' 


814.8 


822.2 


829.6 


837.0 


844.4 


851.8 


859.3 


866.7 


874.1 


881.5 


12' 


888.9 


896.3 


903.7 


911.1 


918.5 


925.9 


933.3 


940.7 


948.1 


955.5 


13' 


963.0 


970.4 


977.8 


985.2 


992.0 


1000.0 


1007.4 


1014.8 


1022.2 


1029.6 


14' 


1037.0 


1044.4 


1051.8 


1059.2 


lOOG.G 


1074.1 


1081.5 


1088.9 


1096.3 


1103.7 


15' 


1111.1 


1118.5 


1125.9 


1133.3 


1140.7 


1148.1 


1155.6 


1163.0 


1170.4 


1177.8 


16' 


1185.2 


1192.6 


1200.0 


1207.4 


1214.8 


1222.2 


1229.6 


1237.0 


1244.4 


1251.9 


17' 


1259.3 


1266.7 


1274.1 


1281.5 


1288.9 


1296.3 


1303.7 


1311.1 


13185 


1325.9 


18' 


1333.3 


1340.7 


1348.1 


1355.6 


1 3G3.0 


1370.4 


1377.8 


1385.2 


1392.6 


1400.0 


19' 


1407.4 


1414.8 


1422.2 


1429.6 


1437.0 


1444.4 


1451.8 


1459.3 


1466.7 


1474.1 


20' 


1481.5 


1488.9 


1496.3 


1503.7 


1511.1 

• 


1518.5 


1525.9 


1533.3 


1540.7 


1548.1 



Compiled by J. L. Parsons, Civil Enginoer, Humboldt, Iowa. 
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LAND DRAINAGE 



By the use of this formula computations may be made for 
any ditch in level ground very rapidly compared to the labori- 
ous process of computing end areas for each 100-ft. section. 

There are certain geometrical relations existing between the 
cross-sectional areas and yardages of different sized ditches 
which are useful in making comparisons, computing yardages 
and preparing yardage tables, which will be stated in order in 
formulas and rules: 

(1) The average width of any ditch equals the sum of the 
base width and the depth multiplied by the rate of horizontal 
slope, or 

W=B + DS, 

which must be true, because 

2(DS) +2B 



W = 



= B + D8. 



D.S, a 



b as. 




FiQ. 26A 



(2) Therefore, since the average width = JB -f- 2> Sf, the 
yardage of a 100-ft. section of any ditch may be computed from 
the formula 

D{B + DS)X100 



r= 



27 



(3) The yardage of the rectangular portions of 100-ft. sec- 
tions — abed — increases or decreases in proportion to the base 
widths for ditches of similar depth, as the only variable factor 

of such sections is the width ; similarly the yardages of these 

sections are independent of the rate of side slopes and are the 

same for all ditches of similar base widths and depths. 

(4) The yardages in the triangular portions of 100-ft. sec- 
tions may be computed from the formula 

D{D8) XlOO 



Y = 



27 



as the two triangular sections T and T' may always be com- 
bined in a rectangular form one side of which equals the depth 
of the ditch and one side the depth multiplied by the rate of 
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horizontal slope, and therefore the yardages of ditches of simi- 
lar depths and different side slopes will vary as the variation 
of horizontal slope. This is true because the only variations in 
this rectangle are occasioned by change in the slope, which 
change proportionately governs the length of the horizontal 
side of the improvised rectangle. Also the yardages of the 
triangular sections can in no way be affected by changes in 
base widths, and yardages computed for these sections for given 
depths and slopes are constant for all base widths. 
(5) Based on these relations, the formula 



y=^© + c^« 



was developed for use in connection with Table XIV. 

Cost of Administration of Contracts. — The cost of adminis- 
tering contracts, or overhead expenses, often amounts to a very 
nominal percentage, as many of the smaller tile contracts are 
taken by local contractors who fulfill the duties of manager, 
foreman and oflSce man, while at the same time personally 
accomplishing the most expensive portion of the work — the 
laying of the tile. In the case of the contracting companies 
operating on a larger scale, a central office must be maintained 
and the work closely supervised, and the expense thus incurred 
,must be pro-rated over all the work under construction. These 
conditions tend to demoralize the contracting business from 
the standpoint of the general contractor and operate against 
the formation and healthy development of tile drainage con- 
tracting companies. For the larger contracts aggregating a 
total cost of $15,000 and upward the individual local con- 
tractor ceases to be a competitor because of his inability to 
finance them and to compete in the item of management with 
the more scientifically organized companies. These conditions 
may or may not be the best for the final interests of owners, 
but as they so generally exist they must be recognized by 
engineers and contractors in the preparation of estimates 
and bids. 

Before bidding upon dredge work a contractor must be of 
sufficient financial stability to at least own a dredging oufit 
and in addition furnish the necessary certified check and 
bonds, which limits the construction of open drains to a lesser 
number of competitors. Notwithstanding, the tendency has 
been for a large number of individuals to enter the field and 
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scale bids in order to secure work, often attempting to slight 
the work as much as possible to enable them to pay out, the 
consequence being unsatisfactory relations and work, legal 
suits, and sometimes the failure of the contractor concerned, 
the greatest losers being the land owners, who must eventually 
pay excessively for a satisfactory ditch. In view of these 
facts, boards of supervisors, engineers, attorneys and others 
upon whom devolves the letting of contracts should inquire 
more into the ability of bidders to prosecute and complete the 
work satisfactorily, and less stress be placed upon low bids. 
Drainage notices usually reserve the right to let the work to 
the lowest responsible bidder, but the instances where the 
lowest bids have been rejected have been very rare, although 
in many cases their rejection would have been amply justified. 
Plant Expenses. — ^Plant expenses for tile drains are reduced 
to a minimum, as practically all items of cost consist princi- 
pally of labor and of materials entering permanently into the 
construction of the drain. It is sometimes economical or nec- 
essary to erect shacks or tents in which to house and board the 
laborers, in which instances the cost of such structures should 
be estimated. Also when tile work is prosecuted during the 
winter months it is necessary to provide shelter and heat near 
the location of the work, which is readily transported as the 
work progresses. In ordinary warm weather the principal 
materials and tools necessary are tiling spades, shovels, pick 
ax, devices for grading the bottom of the ditch, maul for driv- 
ing curbing, sheet-iron sand box, crowbar, sand pump, derrick, 
trench braces, curbing, and sometimes tools for blasting rocks. 
In cold weather or in cases where extreme hardpan is encoun- 
tered more picks are necessary and all tools wear more rap- 
idly. The amount, cost and life of the tools and materials 
vary widely between different contracts, but no estimate is 
complete without a liberal allowance being made to provide 
for these items. A very false economy of attempting tile work 
without providing curbing, trench braces, sand box and sand 
pump is commonly practiced, and far greater losses are sus- 
tained than would result from the provision and use of them. 
Therefore their cost enters into the total cost of tile trenching 
work either directly if provided or indirectly through higher 
labor costs if not provided. The plant necessary for open 
drains consists of the necessary machinery and housing cabins, 
and forms a larger percentage of the total cost. As the total 
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cost of dredge work has been referred to as being pro-rated 
over the yardage, it will not be discussed further. 

Cost of Financing Contracts. — The cost of financing drain- 
age contracts constitutes the defeat of many would-be con- 
tractors. These novices in this phase of public works contract- 
ing, who are usually of limited financial resources, often esti- 
mate all other items of cost with reasonable accuracy, but neg- 
lect the consideration of the cost of providing the necessary 
capital. There are various points in this connection to be rela- 
tively considered by a prospective bidder, which will be noted 
in the order of their occurrence during the progress of a con- 
tract. First, a certified check must be furnished of a stipu- 
lated percentage of the bid, which is usually a small item of 
expense, as banks require an interest-bearing note to secure 
them against loss, the interest being legitimate returns for 
borrowed credit. The bidder may deposit the cash in lieu 
of a certified check if he possesses sufficient funds, but in this 
case he loses the possible interest on his money until the con- 
tract is executed and the money returned. If for any reason 
the successful bidder is unable to secure the necessary bonds, 
he is generally required to forfeit the security deposit, a fact 
which should impress upon all bidders the importance of ascer- 
taining definitely their a])ility to furnish bonds before filing 
bids. Second, the successful bidder must furnish bonds of a 
stipulated amount to insure the completion of the contract. 
Personal bonds, if securable, may or may not cost the con- 
tractor anything; but a percentage of approximately 1 per 
cent is charged by bond companies, the premium to be paid 
annually ; and a very pertinent point to be remembered in this 
connection is that bond companies do not furnish bonds unless 
the contractor is able to prove himself safe financially. 

Funds are also necessary to the prosecution of any con- 
tract, and the relative cost of providing them depends upon 
the bank account of the contractor, the methods of payment 
and duration of the contract. In the exceptional case where 
the contractor commands sufficient funds to finance the entire 
project, warrants or other forms of paper he might receive in 
payment w^ould usually bear as high a rate of interest as his 
funds would draw in the form of bank deposits, and the only 
loss or expense would be the loss of the interest upon the pei*- 
centage of payments withheld until the completion of the 
contract. To the contractor who does not command working 
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capital the method of payment is a vital matter. If payments 
are to be in cash only approximately the difference between 
monthly payments and actual cost need be provided for. The 
necessity of providing these funds may often be delayed by 
buying the tile and other materials on 60 or 90 days' time, 
although this financial advantage would be counterbalanced 
in case these materials could be purchased at a cheaper rate 
for cash payments. Also if payments to tile or other companies 
are delayed beyond the specified time of payment, overdue 
accounts are charged a specified rate of interest, which oper- 
ates similarly to the borrowing of the same funds at a similar 
rate of interest as regards the resultant cost. But if the method 
of payment is by drainage warrants or similar paper bearing 
a low rate of interest, which is not payable at a specified time, 
the contractor is burdened with the additional expense of their 
disposal. In many communities where such paper is abundant 
it is a difficult matter to dispose of it upon reasonable terms, 
and in all cases the buyer discounts them a suflScient percent- 
age to insure him 7 to 8 per cent upon his investment. Many 
contractors secure work without properly estimating the cost 
of disposal of such warrants, with consequent disastrous losses 
or reduction of profits. 

Contractors' Damage Losses. — ^During the prosecution of 
drainage contracts there is considerable danger of stock fall- 
ing into ditches, with resulting claims for damages by the 
owners, and some allowance must be made in the contractor's 
estimate for such accidents. Also a contractor should avail 
himself of enough legal advice to insure business methods. 
Although neither of these items is of much importance in the 
average contract, it occasionally occurs that one or the other 
or both constitute a large percentage of the cost, and it is 
good business for the contractor to protect his drains and busi- 
ness relations so as to avoid future complications and losses, 
and this protection requires the expenditure of funds, and thus 
merits consideration in this connection. 

District Legal Expenses. — Legal expenses should be in- 
curred by the engineer and owners upon all drainage organi- 
zations to a sufficient extent to insure that all methods of 
procedure are according to law, which item of cost is ordinarily 
not prominent as a factor of the total cost to the owners. In 
cases of appeals to the courts and extended litigations, legal 
expenses may constitute a surprising percentage, which fact 
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emphasizes the necessity of proceeding with such projects in 
accordance with law and good engineering practice. 

Damage Claims for Open Drains. — Damage claims or right 
of way expenses are only of importance in the case of open 
drains. The specific method of awarding damages to the 
owners through whose land the open drains extend may vary 
for different states, but the elements of damages are the same 
for all cases, and consist of the actual value of the land 
appropriated for ditch purposes, the cost of fencing the ditch 
on both sides if fencing is necessary or required, the cost of 
necessary bridges across the open drain for convenience in 
farming operations and the reduction in the value of the farm 
because of resulting appearance and inconvenience because of 
the construction of the ditch. In estimating the value of land 
appropriated for open drains, the actual value of the particular 
strip of land in question may be very little, but it must be 
remembered that the value of any part of a farm is fixed in 
the minds of buyers partly by the future possibilities of drain- 
ing it and the prospective buyer would naturally not be in- 
formed as to the particular location of a future ditch. Hence 
the value of any particular acre taken should be measured 
by its value in its natural state plus any additional value re- 
sulting from the possibility of securing drainage, provided 
the ditch or a tile drain were located on some closely adjacent 
land. In cases where open drains are so located that small 
irregular shaped corners are separated from the remainder 
of a farm, which are of such sizes and shapes that their value 
for agricultural purposes will not justify the construction of 
bridges to make them accessible, the measure of damages to 
these tracts should rightfully include the value of the lands 
so separated. The inclusion of the value of such lands in 
damage allowances should eliminate the necessity of allow- 
ances for bridges in these instances. Three-wire fencing is 
ordinarily sufficient for open drains and costs complete about 
50 cents per rod. Four-foot woven wire fencing with 5-in. 
posts spaced 8 rods apart will average approximately 75 cents 
per rod. Bridges of sufficient strength for farm purposes may 
be constructed at an approximate cost of $5.00 per lineal 
foot. The cost of repairing and replacing bridges after a rea- 
sonable length of time is not generally considered. The allow- 
ing of liberal damages for bridges and fences to property 
owners would be more justifiable if owners more generally 
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applied the damages so received for the intended purpose in- 
stead of neglecting these items and allowing stock to damage 
the drains by continually crossing them. A method which re- 
sults in a more satisfactory maintenance of ditches is for the 
district organization to construct the bridges and fences and 
maintain them as a part of the district expense. 

The deterioration of farm values because of the construc- 
tion of open drains is often given considerable prominence by 
juries because of the natural aversion of many people to the 
presence of open ditches and their accompanying waste banks 
upon lands belonging to them. Little weight should be given 
to this item except in unusual cases, as open drains are 
ordinarily constructed upon lands which in their natural state 
are crossed by w^atercourses which are more unsightly at times 
and which render the different portions of the farm more in- 
accessible than is possible to be caused by the construction of 
an open drain properly bridged. Instances occasionally arise 
where the measure of damages for the last reason should be 
larger as the construction of an open ditch through land 
which in its natural state was not crossed by the natural 
watercourse, but which is traversed by the drain for the pur- 
pose of shortening the length or for similar reasons. 

Damages to Railway Companies. — The method of awarding 
of damages to railway companies because of open or closed 
drains crossing their rights-of-way is generally so prescribed 
])y state drainage laws that there are few questions to be 
determined by damage commissions. The general rule laid 
down in many states is that railway companies shall be allowed 
as damages only the cost of material for and the construction 
of the drains across the rights-of-way. The cost of bridging 
the ditches, damages to existing bridges and delays to traflSc 
are held to be inherent pu])lic liabilities of railway companies 
w^hioh cannot be charged against drainage districts. The basis 
for this theory is concisely set forth in the text of the decision 
of the United States Supreme Court in the case of the C, B. 
& Q. Ry. Co. vs. Commissioners of Drainage District No. 1, 
Bristol Twp., Kendall Co., 111., extracts from w^hich are as fol- 
lows: 

"When the railway company laid the foundations of its 
bridge in Bob Roy Creek it did so subject to the rights of the 
public in the use of that watercourse, and also subject to the 
possibility that new circumstances and future public necessities 
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might, in the judgment of the state, reasonably require a mate- 
rial change in the method used in crossing the creek by cars. It 
may be — and we take it to be true — that the opening under the 
bridge as originally constructed was suflScient to pass all the 
water then or now flowing through the creek. But the duty of 
the company, implied in law, was to maintain an opening under 
the bridge that would be adequate and effectual for such an in- 
crease in the volume of water as might result from lawful, rea- 
sonable regulations, established by appropriate public author- 
ity from time to time for the drainage of lands on either side 
of the creek. . . . The great weight of authority is, that 
where there is a natural watercourse, or where a highway 
already exists and is crossed by a railroad company under its 
general license to build a railroad, and without any specific 
gfant by the legislative authority to obstruct the highway or 
waterway, the railway company is bound to make and keep 
its crossing, at its own expense, in such condition as shall 
meet all the reasonable requirements of the public as the 
changed conditions and increased use may demand. . . . 

**The duty of a railroad to restore a stream or highway, 
which is crossed by the line of its road, is a continuing duty; 
and, if by the increase of population or other causes, the cross- 
ing becomes inadequate to meet the new and altered conditions 
of the country, it is the duty of the railroad to make such altera- 
tions as will meet the present needs of the public. . . . 

**The duty of the company will end when it removes the ob- 
structions which it has placed in the way of enlarging, deepen- 
ing and widening the channel. It follows, upon principles of 
justice that while the expense attendant upon the removal 
of the present bridge and culvert and the timber and stones 
placed by the company in the creek, as well as the expense of 
the erection of any new bridge which the company may elect 
to construct in order to conform to the plan of the commis- 
sioners, should be borne by the railroad company, this expense 
attendant merely upon the removal of soil in order to enlarge, 
deepen and widen the channel must be borne by the District.*' 

In some states a provision has been made in connection 
with the section governing the appraisal of railway damages, 
allowing railway companies the privilege of constructing drain- 
age improvements across their rights of way instead of hiring 
the contractor to do this work with the money allowed for 
this purpose. The result has been that open drain contractors 
have been placed at the mercy of the railroads, and that they 
have often been forced to pay bonuses to railway companies 
rather than be forced to dismantle their machinery and rebuild 
on the opposite sides of the rights-of-way. This provision 
tends to. increase bids and is no more just than a provision al- 
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lowing each land owner a similar privilege would be. Railway 
companies are entitled to fair treatment, but are not entitled 
to a privilege of this character which has been so grossly 
abused. Such sections of drainage laws could, with justice to 
all concerned, be altered so as to provide for a right-of-way 
through railway property upon reasonable notice from the 
supervising engineer, the cost of construction across the rail- 
way property to be paid by the drainage district. The neces- 
sity of appraising railway damage claims would then be 
eliminated, the construction of drains would be greatly simpli- 
fied and facilitated, and the costs of drains traversing one or 
more railroads would tend to be reduced. 

Contingent Expenses. — The contingent expenses incidental 
to legal drainage organizations, as engineering, legal expenses, 
publication of notices, etc., if wisely administered, need not 
exceed 8 to 12 per cent of the total cost for drains costing 
$5,000 and upward. These expenses equal a larger percentage 
for the smaller districts, as many of the legal procedures 
required are as expensive for small drains as for the larger 
ones. 

The item of engineering alone, including the preliminary 
survey, construction superintendence, and assistance in the 
assessment of benefits and fixing of damages, should not be 
less than 5 to 10 per cent of the total cost, ranging from ap- 
proximately 10 per cent for $2,000 districts to 5 per cent for 
$25,000 districts and upward. 

Bespansibility of Engineers. — ^Drainage engineers generally 
escape apparent responsibility for wild and unbalanced esti- 
mates because of the facts that bidders themselves vary so 
radically in their bids and that prevailing prices and wage 
rates do change materially after estimates are prepared. These 
influences, however, should not excuse them from investigating 
all conditions affecting costs and presenting the data and esti- 
mates so completely that bidders may acquaint themselves with 
actual facts and conditions. 



CHAPTER VII 

THE PBEPARATION AND ENFOBCEMENT OF DBAINAOE 

SPECIFICATIONS 

Object and Scope of Specifications. — As in other 
engineering enterprises, specifications supplement the plans in 
enumerating in detail all requirements as to the nature and 
quality of necessary materials, the standards to which all com- 
pleted work must conform, the mutual obligations of con- 
tractor and owner, and all other matters incident to the suc- 
cessful administration and completion of the work. Also the 
component specification clauses are probably as variously 
interpreted by owners, engineers and contractors with as many 
resulting disagreements and lawsuits as in other lines of 
contract work. The controlling intention of the discussions 
in the preceding chapters has been to emphasize the importance 
of drainage engineers investigating and intelligently analyz- 
ing all influencing conditions during the prosecution of the 
preliminary survey and the preparation of plans in order that 
drainage systems may be planned and constructed according 
to sound designing principles, that reliable records may be 
permanently available, and that contractors and land owners 
may be definitely informed concerning the actual conditions 
which will be encountered during the construction and the 
results to be expected after construction. It is equally essen- 
tial that the specifications governing the actual installation 
of the work be as thoroughly evolved to insure proper con- 
struction, and also be brief, concise and so simply, fairly and 
accurately stated that the mimimum of injustice and litigation 
will arise in their enforcement. 

Specifications relating to legal drainage organizations only 
will be discussed, as such a list will necessarily include all 
items applicable to the smaller farm systems and organizations 
by contract agreements. All specification items necessary for 
inclusion in cases of drainage districts will be treated in the 
following order: (1) Each specification will be stated in its 
proper sequence in the language and form advocated by the 
author; and (2) various possible and common requirements 
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extra compensation will be allowed. All profile depths will 
be considered as being the depths from the top of hub stakes 
to the bottom of trench. 

In regard to methods of laying tile, specifications should 
in no case dictate the specific system to be used in laying tile 
to conformity to grade other than that some reliable method 
must be used to accomplish the desired results. Some work- 
men accomplish the best work by the use of the line method, 
while others are more successful with the target method. As 
in other specifications, the desired results should be clearly 
defined, the exact method of accomplishment being determined 
according to the individual preferences of the contractors 
and workmen concerned. The accuracy of the grade to which 
the tiles have been laid and the general condition of the joints 
may be tested by uncovering the tile at intervals of 10 to 25 
feet, determining the elevations of the tops of the tile at these 
points and inspecting the joints carefully. In determining the 
correctness of the grade to which the tile have been laid the 
thickness of the tile from outside to outside must be deducted 
from the elevations of the tops of the tile and due consideration 
be given to any irregularity there may be in the shape of the 
tile used. In all cases the grade of the tile should be chocked 
at as close intervals as hub stakes are set, as errors in the 
engineer's figures or in the setting of the lines or targets 
might result in inaccurate grading at the stations where 
errors are made which would escape detection if check read- 
ings were taken at too great intervals. 

Setting and Use of Targets. — To properly enforce the speci- 
fications, an engineer and his assistants should be generally 
familiar with the setting and use of grade lines and targets; 
the tendency of tile drains to fill during construction and the 
methods best adapted to insure well-laid, clean drains. An 
engineer's position in regard to these points must necessarily 
be that of an adviser. Many practicing tilers are not properly 
skilled in the use of targets, the use of sand-boxes, curbing, 
and other devices to prevent caving and filling and are 
not properly impressed with the importance of good construc- 
tion ; and it is as much the duty of the engineer in such cases 
to tactfully suggest practicable methods as it is to demand the 
correction of careless work. Better final results may often 
be achieved by the preventive method as the cleaning of filled 
drains and relaying of tile are seldom effected as satisfactorily 
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as could have been accomplished by proper workmanship in 
the first operation. 

The common purpose of all systems of grading is the 
projection of a line or sight above and parallel to the proposed 
grade line. Measurements are then made from this parallel 
line at necessary points to determine the depths of trench. 
The determining points of this line are fixed at stations by 
measuring upward distances equal to the difference between 
the length of grade stick to be used and the depths of trench 
at stations. For instance, if the grade stick is 5 ft. in length 
and the depth of trench at a particular station is to be 3 ft., 
11% in., the line should be set 1 ft. ^4 ^^' above the top of 
the hub at this point. The line, or targets, are most con- 
veniently set at stations by the use of a graduated ruler or 
measuring device of a length of about 3 feet less than the 
greatest length of grade sticks used, the graduations being 
started at the 3-ft. mark. By extending the ruler downward 
in the trench and making the figures on the ruler correspond- 
ing to the depth of trench coincide with the top of the hub 
stake, the line or target may be set at the 5-ft., or other 
graduation equal to the length of the grade stick, without 
subtracting. This method, when used, eliminates many errors 
which would otherwise be made in the complicated process of 
subtracting inches and fractions of inches. The heights of the 
line above the grade line being thus determined, upright stakes 
are set, carrying projecting boards, or arms, at the required 
elevations over which a heavy cord is stretched taut from 
which measurements are made to determine the depths of 
trench. The projecting arms should in all cases be leveled 
by means of a carpenter's level, or a level set in the upper 
edges of the arms, to insure the line being at the proper height 
above the hubs. Another method is to drive iron or wooden 
stakes on each side of the trench at each station, and extend 
a board between them across the ditch the top edge of which 
is adjusted to the desired height above the hub stake. A cord 
is then drawn taut and measurements made as in the preceding 
case. In the use of the target method, the cord is dispensed 
with and depths between stations determined by sighting from 
the top of a grade stick over the boards as set in either of the 
above cases. Whether the tile are laid by the use of the line or 
target method it is evident that the tops of the grade boards 
should be in a straight line for uniform grades and that this 
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line will be broken if there is a change of gradient at any 
station. The tile layers should in all cases be informed of the 
rates of gradients and the location of all changes in gradients 
in order that they may readily account for the irregular lining 
of grade boards at points of change and detect any errors 
which might have been made in the engineer's or tile layers 
computations. Also many tilers in using the target method 
grade the ditch and lay the tile from one station to the next 
in accordance with the rear grade boards and thus are liable 
to lay the tile in a section just in advance of a change of grade 
station by the preceding gradient if not awarfi of the point of 
change. Tilers should be impressed by the engineer with the 
importance of observing these points as serious errors in the 
computations are oftentimes thus detected and corrected and 
the necessity of expensive correction work avoided. 

The filling of tile during construction usually results from 
one of two causes: the inflowing of slushy sand or joint clay 
soil through the joints or into the open end of the tile. The 
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exclusion of fluid soils is a difficult matter of accomplishment 
and demands extreme care in construction to secure satis- 
factory results. The use of plank curbing properly braced 
with stringers and spreaders is indispensable in cavy soils. 
Too often curbing is not provided and the attempt is made to 
dispense with its use with the result that large masses or the 
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banks cave into the trench endangering the lives of the work- 
men and incurring extra expense to remove the caved material. 
Curbing is best used in connection with a sand box, if unstable 
soil is encountered near the base of the trench, as tile may be 
laid in better condition for alignment and joints and less 
penetration of curbing is required. A sheet-iron sand-box 
adaptable for this purpose is illustrated in Fig. 29. The side 
and end pieces are forced into the fluid soil far enough to 
prevent its inflow for each tile separately, and the tile may 
then be laid on a compacted bed of coarse hay, tile bats or 
the natural soil ; the joints well covered with coarse hay, tile 
bats or straw, stable soil packed along the sides and over 
the tile and the end of the tile closed with a heavy board be- 
fore the reinoval of the box. To care for the excess water 
which constantly collects in front of the tile, a sheet-iron cover 
may be used for the end of the tile, the upper portion being 
perforated so as to allow the entrance of the water and the 
exclusion of the silt. The difficulty of the removal of the sand- 
box often constitutes the most serious objection to its use as 
ordinarily done by hand labor. This process may be greatly 

simplified by tlie casting of a heavy bar 
to the centers of the tops of the two side 
pieces and effecting their withdrawal by 
the extending of a heavy rope, or chain, 
from the bar to the block of the derrick 
used for lowering tile into the trench ; the 
power being applied by the use of the 
windlass and pulley block. 

Protection of Tile Drains from Fill- 
ing. — Tile drains should also be constantly 
protected from the effects of rains as fill- 
ing is certain to result if overflow waters 
are allowed to enter the unprotected end 
of the tile or to wash over the blinding 
material. Dams should be constructed 
in the trench at intervals to direct overflow^ waters into the tile 
during construction. If the soil is stable, the end of the tile 
may.be protected by a perforated cover only; but if unstable, 
the end of the tile should be provided with some kind of an 
inlet each time the work is left. This may be accomplished 
by the placing of a sewer pipe T at the end of the tile line, 
and the building up of tile or sewer pipe to a level above the 
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Fig. 30 — Design for a 
Wood Box Inlet 



98 LAND DRAINAGE 

slush. The water will then be forced to rise behind the trench 
dam and enter the tile line through the inlet without an excess 
load of silt. The same object is accomplished by the use of 
a wooden box inlet similar to Pig. 30 placed over the end of 
the tile. There are very few cases of filled tile drains which 
could not have been prevented with little trouble or expense 
by the contractor making use of suitable preventive methods. 
Because of a prevalent spirit of laxity, it is a difficult matter 
to induce tilers to adopt these precautionary measures; but 
much may be accomplished by practicable, insistent and tact- 
ful advice and suggestions. 

Inlets lind Retaining Walls. — (Spec.) All accessories shall 
be constructed ir ^accordance with the structural features 
shown on the aceompaSying plans. All cement necessary shall 
be of a standard brand Portland cement. All gravel necessary 
shall be reasonably graded f^S54«)arse to fine, and shall be 
free from earthy material. In the^'^Ctastruotion of inlets the 
sewer pipe shall be built up to a level olSSsJ?^^®^ below the 
level of the nearest adjacent low spots, the bacfeSHP? ^ 
thoroughly tamped in place around the vertical pi^NijJ^ 
allowed to settle for a period of at least one month beforSljC® 
placing of the concrete and the top of the concrete ring 
any place shall not extend above the level of the top of the 
sewer bell. Notice must be given the engineer before the con- 
struction of any or all accessories in order that their construc- 
tion may be inspected. Ditch inlet pipes must be placed before 
the ditch is excavated at their locations in such a manner that 
the spoil banks will be deposited regularly over them. 

It is unnecessary to incorporate lengthy, detailed specifica- 
tions requiring cement, sand, and other material to meet cer- 
tain complicated tests which are not practicable of application 
for the amount of construction involved of these materials; 
but it is essential that such materials meet the simpler require- 
ments and that the construction of accessories be inspected 
in order to insure the proper completion of all hidden parts. 
Many tilers seem determined to finish the tops of inlets above 
the level of the ground and skimp the foundations of retaining 
walls, practices which in cases result in more damage to a 
drain than their omission would cause. A few hours of in- 
struction and inspection will usually prevent all such mistakes 
before considerable expenditure becomes necessary to correct 
them. Ditch inlet pipes may be placed successfully during 
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removing the spoil to greater distances from the ditch edges 
and more lenient restrictions set as to final berm conditions. 
Figure 31 is a view of a ditch edge with the roll properly 
removed, and Fig. 32 is a view of a ditch edge carrying a 
heavy roll of sod. 

Waste Banks. — (Spec.) All waste banks shall be deposited 
in equal amounts on each side of the ditch in regular lines 
unless otherwise specified, and openings shall be left for the 
entrance of surface waters wherever ordered by the engineer. 

Ditches are often located near public highways or old 
channels or similar places where it may be desirable to have 
all excavated material deposited to one side of the ditch. 
Special reference should be made to such sections and the dis- 
tances affected, as contractors rightfully object to being arbi- 
trarily compelled to carry all excavation to one side of a 
ditch unless duly notified in the proposal advertisements and 
specifications. 

Yardage Computations. — (Spec.) Yardages shall be com- 
puted from the natural ground level, and no deductions will 
be made for old channels excepting for section . . , in which 
section tne equivalent yardage of the present channel will be 
deducted from the yardages as computed from the natural 
ground level. 

This clause is necessary to correctly advise bidders and to 
prevent disputes during construction. There seems to be no 
settled rule as to the deduction of yardages which may have 
been already excavated by natural or artificial agencies, and a 
specification clause should be included to prevent confusion 
and injustice. 

Blaintenance of Ditches. — (Spec.) Ditch contractors will be 
held responsible for the general condition of each section of 
the ditch until its acceptance, the ditch being divided into sec- 
tions of 2,000 ft., the acceptance of any section not to consti- 
tute a final acceptance for the payment of the withheld 20 
per cent. In case any section is caused to fill or is otherwise 
damaged because of the failure of the contractor to complete 
adjoining sections within the specified time the contractor will 
be required to repair the damage to the satisfaction of the 
engineer. 

Many drainage specifications require the contractor to 
maintain the ditch to grade until final completion and accept- 
ance. A very usual result of this plan is the filling of the 
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ditch above the grade, the refusal of the engineer and com- 
missioners to accept and a legal suit instituted by the con- 
tractor to compel the payment of the retained 20 per cent 
or by the commissioners to compel the cleaning of the ditch, 
procedures which may or may not compel the owner to pay the 
full price for an unsatisfactory ditch or the contractor to 
clean the drain, but which cannot ordinarily result in benefit 
as regards the condition of the ditch, as the case is very excep- 
tional where a contractor is induced or forced to return and 
clean up. A much more satisfactory method is for the owners 
to let a ditch planned sufficiently deep to allow for the esti- 
mated filling, inform contractors that all excavation will be 
allowed for and no extra depth required during construction, 
and upon such assurance of protection contractors will bid in 
the usual contract as cheap or cheaper than they would a shal- 
lower planned ditch, with the uncertainty of final acceptance 
and payment included. The final resulting ditch will also far 
more permanently meet the requirements which all open drains 
must meet. 

Inspection of Open Drains. — (Spec.) The engineer in charge 
shall inspect the completed portions of open drains at least 
once a month for depths and conditions of slopes, berms and 
waste banks. Such inspection shall be the final inspection, 
and the completed portion shall be accepted or corrections 
required, such acceptance to be subject to the conditions 
set forth in the ** Maintenance'' and ** Methods of Payment" 
clauses. The contractor shall be entitled to an inspection 
of the open drain at any time if inspection becomes necessary 
to allow of the backing up of the dredge for cleaning purposes 
before the level of the water is too low, upon proper notifica- 
tion of the engineer. A failure of the engineer to so inspect 
the ditch shall not relieve the contractor of the responsibility 
of exercising due precautions in excavating to the necessary 
depths. 

The standards that should be adopted by a construction 
engineer in inspecting ditches will depend largely upon the 
plans and maintenance specifications. If the ditch is planned 
of the minimum required depth, the contractor should be 
required to excavate one to three feet of extra depth, depend- 
ent upon the fluidity of the soil and the length of time that 
will expire before the removal of the back water behind the 
dredge before the final acceptance of the drain. Many con- 
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tractors willingly excavate excess yardages for self-protection, 
while others can be induced to do so only by a refusal to issue 
estimates. A failure to thus insure a ditch under such plans 
and specifications is certain to result in a shallow ditch, unfair- 
ness to the owners if the ditch is accepted without deepening, 
and unfairness to both land owners and contractors if the 
lines of least resistance are followed and the ditch allowed to 
be excavated only to the grade line and later an acceptance of 
the ditch refused. If the plans and specifications are so 
framed as to provide for excess depth excavation to allow for 
filling, less difficulty and friction will be experienced in enforc- 
ing the intent of the specification, as contractors can not right- 
fully object to excavating to the grade line indicated on the 
profile. 

The depth of ditches behind floating dredges may be readily 
checked by ascertaining the elevation of the water level based 
upon some adjacent bench-mark and then sounding the depths 
by the use of a level rod, the soundings being taken from a 
row boat. The depths of the water deducted from the eleva- 
tion of the water level will equal the elevations of the ditch 
base, which may be recorded opposite and compared with the 
required grade line elevations in the note book. If a row boat 
is not available, soundings may be made by the use of a 
weighted line attached to a fish pole, in which case the weight 
should be of such shape as not to readily penetrate into the 
loose soil in the ditch bottom. The line may be knotted at 
foot intervals and the decimals of a foot estimated for each 
sounding. Care is necessary in the application of either 
method to sound only to the level of the ditch base instead 
of penetrating the filled material which may have accumu- 
lated, as such filling will invariably settle and remain and 
tend rather to be reinforced with other filling than to be 
washed out. 

Extras. — (Spec.) In case it becomes necessary during the 
construction of the drain to construct extra lengths of tile 
lines, extra accessories, or to excavate additional yardages 
over and above the amounts advertised, the contractor shall 
construct the same upon the written order of the engineer and 
shall be paid for such extra work at the same rate as bid for 
similar items or at the actual cost plus 20 per cent if no unit 
price has been agreed upon. The right is retained by the first 
party to reduce the quantities, to exclude any items or to make 
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any changes in the dimensions or locations of the drains, pro- 
vided that the total reductions shall not exceed 20 per cent of 
the contract price, and provided proper notice has been given 
the contractor before he has delivered the necessary materials 
for construction upon the ground, and to make deductions 
from the payments under the contract at the rate of unit prices 
agreed upon for such work. 

This section is unnecessary in cases where state drainage 
laws govern the method of making all changes. In all cases the 
preliminary investigations J^nd resultant plans should be as 
nearly as possible so complete and accurate that alterations in 
dimensions and quantities will not be necessary. But in the 
period between the inception and construction of drainage 
works conditions often arise or new data is acquired which 
amply justify certain changes, and some provision properly 
safeguarded for the protection of both owner and contractor 
should be included to legalize such alterations. 

Sub-Letting. — (Spec.) The contractor shall not sub-let any 
portions of the work without the consent of the engineer in 
charge, and the contractor must retain all responsibility for 
the work done by sub-contractors. The original contractor 
only will be recognized in making payments. 

Pajrments. — (Spec.) At the end of each month the engi- 
neer will issue estimates to the contractor for 80 per cent of 
the value of the work completed and for all accepted material 
delivered on the line of ditch during the preceding month, and 
no payments will be considered as releasing the contractor 
from the obligation of replacing all defective work or materials 
in the accomplishment or furnishing of which fraud has been 
practiced. Twenty per cent of all estimates will be retained 
by the party of the first part until the entire contract has 
been completed and accepted. 

From the standpoint of contractors a proper innovation 
under this section w^ould be a clause requiring the construction 
engineer to inspect and pass upon the quality and fitness of 
all materials before being placed, such approval to constitute 
final acceptance as far as the particular material is concerned. 
Up to the present time, as far as the author is informed, drain- 
age specifications have either excluded a specific reference to 
defective work and materials or have been so broadly stated 
as to require the contractor to be subject to orders from the 
engineer to replace any or all material at any time before the 
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acceptance of the work. The owner is certainly entitled to 
protection from inferior work and materials, and with equal 
justice the contractor is entitled to some assurance that mate- 
rials have been specified according to sound engineering prin- 
ciples by a competent engineer, that intelligent inspection of 
materials will be provided for and that materials accepted for 
the work by the construction engineer are finally accepted 
unless damaged from some other causes for which the con- 
tractor is responsible. 

Extensions of Time. — (Spec.) Delays caused by legal diffi- 
culties, failure of other contractors to complete work, unfavor- 
able weather conditions, or any other cause, shall not consti- 
tute a charge for damage against the owner, but the contractor 
may be allowed an extension of time by the engineer to com- 
pensate for reasonable delays. In cases where the commence- 
ment of a contract depends upon the completion of other work, 
which work is not completed at the specified time, the time of 
commencement and time of completion shall be extended a 
length of time equal to the delay. 

Under this section it w^ould be best to specify in particular 
the reasons which will be considered as causes for delay and 
about the extent of time they will be allowed to complete the 
work for each cause, and if unusual weather conditions are 
not to be considered as a sufficient cause on account of desired 
early completion, this should be so stated. The inclusion of 
penalty clauses is of doubtful value in drainage specifications 
because of the general legal interpretation that liquidated dam- 
ages cannot exceed the measure of actual damages incurrjed by 
the delay, for which the contractor will be liable anyway 
because of non-fulfillment of contract according to the terms 
of agreement. 

Definitions. — (Spec.) The party of the first part, or owner, 
shall be considered as the land owners or the legal organiza- 
tion representing a number of land owners for whom the work 
is being prosecuted. The party of the second part, or con- 
tractor, shall be considered as the person, partnership or cor- 
poration to whom the contract has been duly awarded. The 
engineer shall be considered as the civil engineer appointed 
by the proper authorities to supervise the work of construction, 
which engineer shall have possession of all plans, reports and 
specifications, shall supervise all work, issue all orders and 
directions as to the prosecution of the work according to plans 
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and specifications, and who shall be sole arbiter in case of dis- 
putes between owner and contractor. 

Protection of Work.— (Spec.) The contractor shall at all 
times guard his work and shall save harmless the owner from 
any damages arising from his failure to do so. Where open or 
tile ditches cross public highways, the contractor shall protect 
the traveling public by means of suitable lights and barricades, 
and in the case of tile drains the contractor shall refill such 
portions as soon as the tile are laid. 

Foremen. — (Spec.) Orders given to the contractor's fore- 
men by the engineer shall be considered the same as given to 
the contractor in person. 

Prosecution of Work. — (Spec.) If the contractor fails or 
refuses to comply with the specifications or to prosecute the 
work at the rate necessary to complete the work at the time 
set forth in the proposal, the owners shall have the right to 
declare the contract null and void, and re-let the unfinished 
portion of the work, the original contractor and his bondsmen 
to be liable for any excess cost made necessary through his 
failure to complete the work, and also to be liable to the 
owner for any damages arising from his failure to complete 
the contract at the specified time. 

Summary. — These specifications and discussions have been 
intended more for the purpose of indicating the necessary 
items that should be included in drainage specifications and 
their formulation so that they may be fairly and intelligently 
applied during construction than to fit special cases or meet 
legal requirementsi as to phraseology. There are special con- 
ditions in every locality which require notice and treatment in 
the specifications, all of which should be analyzed according 
to local needs, and legal advice should be secured in the prepa- 
ration of all important specifications. Even though specifica- 
tions are minutely and carefully prepared and all plans are 
drawn in accurate detail, it is a common experience for drain- 
age engineers to meet with such ignorance or carelessness on 
the part of the contractors or their foremen that the plans and 
specifications are often entirely ignored or only partially 
applied. In all such cases the engineer should see that the 
parties in charge are provided with copies of plans and specifi- 
cations, and diligently supervise the work when it is first 
commenced, and educate the workmen to the necessity of con- 
formance to plans and specifications. This course, if the plans 
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and specifications are right, as they should be, insures more 
permanently satisfactory work, and incidentally protects the 
contractor against himself by preventing him from furnishing 
defective materials and accomplishing unsatisfactory work 
that must eventually be replaced or rebuilt. 



CHAPTER Vm 

THE DIVISION OF COSTS OF DRAINAGE SYSTEMS 

The Relation of Assessments to Design and Costs. — ^The 
construction of drainage works is a form of improvement 
which, if properly planned, involves the expenditure of large 
amounts of funds, and which must generally be financed and 
paid for by the parties at interest or their representatives. 
The drainage engineer may plan the system with scientific 
accuracy and in the process will often be importuned persist- 
ently by owners to plan smaller or larger tile, to substitute 
very large tile for open drains, and to extend or shorten the 
drains; but oftentimes he is the only party who is cognizant 
of the great differences in the cost radical features of design 
will involve. Eventually the cost item becomes vital when 
the engineer with other commissioners has concluded the divi- 
sion of costs among the interested owners. And at that time 
becomes particularly apparent the importance of planning and 
managing drains so accurately and consistently that all opera- 
tions will admit of reasonable explanations before the legal 
officers concerned, and, if necessary, the courts, even though 
the owners themselves may not in all particulars be satisfied. 

Systems of Assessments and Classifications. — The method 
of division of costs does not admit of uniform systematizing 
for all drainage enterprises because of the various and compli- 
cated features incidental to each case. However, as in the 
application of any business scheme, the fundamental principles 
are of more importance than the system, and the most complete 
system cannot be successfully applied without a comprehension 
of principles. Therefore in this discussion the underlying 
principles will be dwelt upon at length and the suggested sys- 
tem be stated with little comment. The basic principle to 
which all benefit assessments must directly or indirectly be 
referred is the elevation of the land in question in relation 
to the proposed drain. The natural or inherent advantage 
which relieves the owner of land of the necessity of expending 
proportionately large amounts of money for drainage is suffi- 
cient elevation to result in either natural drainage or easily 
and cheaply installed artificial drainage. Tt is this natural 
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advantage which enhances the value of land, and any benefit 
assessment which unduly encroaches upon this advantage fur- 
nished by nature is confiscation. Therefore a benefit commis- 
sion should not attempt to apportion costs before acquiring a 
complete record of the elevation of every pond and low spot 
in the watershed and sufficient elevations upon the adjoining 
slopes to indicate the lands possessing natural outlets inde- 
pendently of the drain under consideration. 

With this data at hand, a commission should personally 
inspect each separate tract in the district, noting the classifica- 
tion of the land, its distance away from the outlet, its elevation, 
and other pertinent information. This information may be 
conveniently entered upon the section sheets heretofore 
referred to. It is not enough to pass along one side or through 
a 40-acre tract, as appearances and areas are deceiving when 
viewed from a distance ; hence it is necessary to view all parts 
of a forty or smaller area carefully. Lands are customarily 
classed as swamp, wet, low and dry lands. Swamp lands may 
be defined as lands lying in a submerged condition in wet 
seasons and not usable for any agricultural purposes; wet 
lands, as those lying above the swamp water level, which are 
unfit for any purposes except for light crops of hay or second- 
grade pasturing, and which require thorough tiling before 
being of any agricultural value; low lands, as those inter- 
vening between the wet and high lands which are not low 
enough to be valueless for cropping purposes, and still require 
a limited amount of drainage to insure annual crop produc- 
tion ; and dry lands, as those which are of sufficient elevation 
and porosity of soil to render them self-draining and tillable 
at all times. Under this system of division considerable high 
lands may be classed as swamp, wet or low, but as this method 
is usually more readily comprehended by commissioners it 
seems most practicable to classify according to the term dry 
instead of high. Proper consideration may be given to the 
natural elevation of the lands later during the office work. 
It is best in thus classifying lands to recognize interior water- 
shed divides and make separate classifications for the por- 
tions of tracts draining in different directions toward the main 
drain, especially if branches are extended into the tributary 
draws as parts of the district. 

Obstacles to Classifications. — It should be the object of the 
commissioners to classify the lands upon an equitable basis. 
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proper allowances being made for misleading appearances. 
Justice may be more nearly accomplished if part or all of the 
commissioners have been somewhat familiar with the lands 
during wet seasons in case the field work is prosecuted during 
a dry period. A more essential consideration is that at least 
a majority of the commission has had broad experience in this 
class of work, this being particularly true of the engineer 
member. In all cases the qualified commission may estimate 
with fair accuracy the condition of the lands in wet times from 
the general appearances of crops, weeds, etc., and classifica- 
tions may be made accordingly. Common causes of confusion 
to commissioners are the appearance of well-farmed lands as 
compared to weedy, run-down lands, and of tiled as compared 
with untiled farms. To as nearly as possible insure uniformity 
due allowance must be made for these extremes and classifi- 
cations be made such as to allow for them, the poorly and 
well farmed tracts being classed according to their probable 
condition, providing each were farmed with the same degree 
of care. 

In regard to the tiled and untiled tracts the imagina- 
tion is taxed considerably in order to separate the tiled tract 
into the classifications which would be applicable were the 
farms untiled or in "a state of nature. Much opposition and 
misunderstanding often arise from the application of this rule, 
but in no other way can comparative justice be attained than 
by placing all lands upon an equal basis as nearly as may be. 
To illustrate : two adjacent forties may naturally possess iden- 
tical opportunities of drainage and be originally in about the 
same condition of wetness ; one forty has been tiled as thor- 
oughly as possible with the available outlet, the other one 
remains in its natural state. Their natural advantages are 
similar and they should be treated similarly, which can only 
be accomplished by classing them upon some similar basis, 
and credit, if credit is due, be given because of any natural 
elevation. 

Assessment Factors. — The various influencing factors upon 
just assessments which merit consideration are: the location 
of the tract with reference to the main drain ; the location of 
the tract with reference to the outlet of the main drain; the * 
comparative elevation of the tract ; the relation of classifi- 
cations to assessments ; the design of the main as affecting the 
tract ; and the comparison of the costs of the drain in and the 
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requirements of diflferent sections of the watersheds and the 
fertility of the soil. In many cases districts have been assessed 
as units, the cost of the main and all branches totaled and 
spread over the affected lands as a whole, more emphasis being 
placed upon the elevation and character of the lands and the 
actual increase in the value of the lands because of the im- 
provement than upon the costs of particular portions of the 
drain. But the actual ratio of benefits to costs, even though 
the cost ^should exceed the benefits, is not a question for the 
benefit commission to consider. This question has been neces- 
sarily considered in the establishment of the district. The sole 
duty of the commission must be to assess the costs to the bene- 
fited tracts in the same proportion as they are benefited rela- 
tive to each other. Also different sub-watersheds of drainage 
districts which are served by branch drains are usually as 
independent of each other as though they were organized as 
separate districts, and in justice they should be assessed as 
separate districts. Because of these facts a benefit commission 
should be governed in their divisions by costs as well as actual 
benefits and should be acquainted with the contract prices or 
estimated costs of the entire district and of each separate por- 
tion of the system serving some portion of the district. The 
logical method, then, must be to assess the cost of the main 
drain to all the lands in the watershed receiving benefits and 
the cost of each branch to its tributary lands separately, thus 
requiring each unit of land, or watershed subdivision, to pay 
only the actual costs incurred for outlet privileges and the 
installation of the branch. Therefore any reference to main 
drains may be considered as applicable to any drain, even 
though it is tributary to some other drain. 

Location of Lands with Beference to the Main Drain. — The 
location of any particular tract of land with reference to the 
main greatly affects the benefits received. If traversed by the 
drain,' the benefits of direct drainage by one single line of 
drain is at once acquired, and in addition the outlet for lat- 
erals is furnished so conveniently that expensive collecting 
sub-mains are not so essential. The exact location of the 
drain across the tract bears upon the degree of benefits, as 
the direct benefit of a drain extending through the compara- 
tively higher land of a tract is not so great as would result 
were it intersecting a wetter portion of the tract. The farther 
distant from a main that a tract is located, the less the imme- 
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diate benefits, even though tlie main is necessary for outlet 
purposes, as eonsidejable funds must be expended to attain 
the benefits immediately accruing to the more adjacent lands. 
For comparative purposes estimates may be made of the direct 
drainage value by computing the cost of an 8-in. or 10-in. 
tile line of the same length as that of the main upon the tract 
and the cost of securing similar benefits by the installation of 
sub-mains if the tract is situated at a distance from the main. 
Such estimates are of value as means of comparing the result- 
ing benefits between similar acreages in different locations. 
The question of distance of lands from mains must always 
be dependent upon other considerations, previously mentioned, 
and is only the influencing factor when other conditions are 
such as to render the natural advantages of the tract otherwise 
equal. 

Location of Lands with Reference to the Slain Outlet. — 
Prominence is sometimes given to the location of lands in 
relation to the outlet of the main drain on the theory that the 
upper owner is dependent upon the owners below for outlet 
privileges, and should purchase capacity throughout the 
length of the drain in addition to providing the more imme- 
diate necessary drainage. A serious difficulty of this plan, if 
applied regardless of other considerations, is that there is prac- * 
tically no limit that may be set upon the final cost to owners of 
land in the upper portions of a district on the process of the 
formation and extensions of districts, which sometimes extend 
to the improvement of large river channels. The more general 
and more reasonable view is that lands similarly located along 
a watercourse are mutually concerned in the cost of the main 
drain, other things being equal, as the upper lands cannot be 
successfully drained without an outlet, and the lower lands 
cannot be drained 'svithout the installation of a drain of suffi- 
cient size to care for all waters collecting from lands above. 
And even though a drain of such required size be located upon 
the lower lands, full benefit cannot be enjoyed by them because 
of the absence of the regulatory action which would result 
from the construction of the complete main and branches. 
Because of this interdependence of adjoining lands along nat-'^> 
ural drainage courses it is difficult to ascribe any especial 
advantage to particular lands for this reason alone. 

However, lands may be situated opposite the watercourse 
in such a location that credit should be given. It is more 
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noticeably common in the larger districts to find sub-water- 
sheds extending laterally from the main watercourse, often 
paralleling it or extending at an angle from it for long dis- 
tances, which are of sufficient elevation to insure them from 
overflow from the lands lying above the junction of the lateral 
and main draws, and which may or may not recjuire the 
improvement of the main watercourse for outlet purposes. 
Whatever the system of spreading assessments used, sufficient 
final adjustments should be made to insure that such lands do 
not bear too great a proportion. This may be ascertained by 
computing the lump sum that seems just for such a water- 
shed to pay and comparing this with the total sum of the 
assessments upon the lands in question. This lump sum can 
only be approximated by computing the cost of the main from 
its outlet up to the point of outlet of these lands and esti- 
mating the proportion of this cost that should be paid by them. 
The farther towards the source that a branch watershed con- 
nects with the main watercourse, the greater will be the share 
of the main proportioned to it for this reason. 

The above rule is just and safe of application in all cases 
where subsidiary watersheds are not subject to overflow at 
times when floods occur in the main watercourse. In the lat- 
ter case the overflowed lands come in the same class as do 
the lands adjoining the watercourse in that they are not inde- 
pendent of the water above the outlet and are naturally inter- 
ested in the care of the flood waters both above and below 
the junction point. The degree to which they are affected is 
determined by their elevation and the consequent damage from 
occasional overflows or prevention of underdrainage. 

In estimating the proportion of main costs to be appor- 
tioned to sub-watersheds the actual cost of the main should not 
always govern, but more consideration should be given to the 
probable cost of a drain which would suffice for outlet pur- 
poses for the land in question, or the probable cost of a drain- 
age district organized primarily to secure an outlet for these 
lands only. In such estimates it must be remembered that 
damage claims might necessarily be paid for such an imagi- 
nary district constructed and proper allowances made. It is 
not argued that such sub-w^atersheds should pay all costs that 
would be incurred in case a separate district were thus organ- 
ized, but such comparisons are suggested as a means of arriv- 
ing at and measuring the natural disadvantages and resulting 
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benefit of any tract. Although the factor of outlet distance 
under discussion is especially applicable to the larger districts, 
it merits just as serious consideration in the case of all tracts, 
whether aggregating forty acres or thousands of acres. 

Elevation of Lands. — ^As previously suggested, the compar- 
ative elevation of a tract of land is a governing factor in all 
assessment considerations. The courts generally decide assess- 
ment cases upon the theory that a tract possessing sufficient 
elevation to render it independent of the proposed drain for 
a drainage outlet is not subject to assessment. The interpre- 
tations of this rule are varied and difficult. Although a tract 
lying in the watershed may be successfully drained upon adja- 
cent lands, it may be so surrounded by swampy, wet lands as 
to be partially inaccessible for agricultural purposes, which 
tract is without question directly benefited to a limited degree 
by the reclamation of adjacent swamp lands. However, if it 
is so situated that it is practically accessible and also readily 
drained, it is no more directly benefited than similar lands 
situated outside the bounds of the watershed. The only benefit 
in such cases results from increased value of the land because 
of the general improvement of the community, which consti- 
tutes indirect benefits generally to be held inoperative. Al- 
though benefits assessed to lands of this character should in 
all cases be nominal in amount, it seems just that all lands 
lying in the watershed of a district should be subject to some 
assessment for outlet privileges. 

In the determination of the question of the independence 
of particular lands, the elevation of the land should not abso- 
lutely govern, as the outlet may be into stagnant ponds or 
overflowed swales, which might not constitute reasonably 
natural or legal watercourses. The liability of such lands for 
damages to the owners of the lower lands under the state 
drainage laws, were a drainage district organized expressly 
for them, should therefore influence the amount of benefits, as 
this damage liability is removed or assumed in the organiza- 
tion of the larger district. Although the fact that lands are 
classed as swampy is usually evidence of benefits, the measure 
of benefits of this class of land must largely depend upon the 
elevation of the swamp lands. The factor of depth largely 
influences the cost of both open and tile drains, and those 
low spots which require the greatest depths for outlet pur- 
poses are certainly most benefited because of the greater 
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expense incurred to overcome this natural disadvantage. Not 
only must greater depth be provided for such areas, but 
greater capacity should also be designed for the very lowest 
points because of their tendency to serve as catch-basins for 
the overflow from surrounding lands, which collected water, 
possessing no natural means of escape, must be removed by 
artificial means. The excess depths required for certain tracts 
may be readily computed and the cost estimated, which item 
of additional cost is certainly not an item of benefit to the 
adjacent higher elevation swamps. 

Belation of Classifications to Assessments. — ^In regard to 
the classifications of lands, emphasis should be placed upon the 
natural state of the land as influencing the assessments, but 
classifications do not necessarily constitute the most control- 
ling factor. Benefits must always be largely measured by the 
cost of reclaiming the land and the resulting increase in the 
value of the land because of the installation of the drain. As 
the value of the lands in their natural state is greater for 
dry lands than for wet, its benefits are consequently less. For 
these reasons the swamp lands, being the lowest, of the least 
original value, and requiring the greatest expenditure for 
outlets, bear the greatest benefits, wet, low and dry lands 
bearing less in order. Tlius classifications are important as 
indications of benefit when considered in connection with the 
other considerations already enumerated. Assessments per 
acre upon swamp lands should be the same for areas simi- 
larly located and of similar elevations. The classification of 
'* swamp" should have little effect upon the assessment in case 
the swamp is of sufficient elevation to allow of successful 
drainage, in which case swamp lands deserve all the natural 
credit due dry lands. Swamp lands referred to in this con- 
nection are those swamp lands situated to one side of the 
course of the drain and not traversed by it. Wet lands are 
usually considered as receiving less benefit because of the 
facts that their natural value is greater and their elevation 
such that deep trench work and large drains are not so neces- 
sary to furnish them outlets. Wet lands so situated as to 
require deep drains should be assessed similarly to swamp 
lands. Low and dry lands in order should bear less ratios of 
the costs for similar reasons. Classifications of lands are pop- 
ularly considered as being the principal influencing factor in 
the determination of benefit assessments. This is true when 
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considered in connection with the elevation of the classified 
lands, the proportion of expense incurred for particular tracts 
and the proximity of the drain in question. 

Relation of Designs to Assessments. — It sometimes occurs 
that drains are established and constructed which, because of 
an error in the field work, in design, in judgment, or from 
expediency, do not furnish the full required outlet to certain 
tracts of land. In case of drainage district organizations the 
owners are entitled to the belief that full benefits will be 
received, and grave injustice is done, first, if they are not 
properly advised of the facts before the establishment, con- 
struction and assessment of the district, and second, if they 
are assessed for benefits which are not enjoyed. A benefit 
commission cannot be definitely informed as to what action 
future commissioners may take, but a reasonable assumption 
would be that in case of reconstruction the necessary costs 
would be proportioned most heavily to the lands then receiving 
the greatest benefits, which would be those tracts at that time 
requiring the reconstruction. Thus in the determination of 
the assessment upon such areas, estimates of the proportion- 
ate cost to them of a system necessary to furnish them outlets 
should be made, and the probable additional expense to them 
of securing outlets in the future deducted from this estimated 
cost would in a measure indicate the fair assessments appli- 
cable to them. This point would not be of importance were 
all drains constructed in accordance with the natural require- 
ments in all cases. But as many of the early districts in all 
communities do not furnish outlets to some of the affected 
lands, and as assessments in many cases have been rendered 
for full proportionate benefits, the consideration of this ques- 
tion has been forced upon those later in charge with painful 
persistency, emphasizing the importance of proper design or of 
assessment credit in case of improper design. To compute the 
amount of credit that should be given in any given case with 
any degree of accuracy, the commission or engineer member at 
least must be qualified to design drains and to estimate the 
probable results to be expected from the drains. 

Comparison of Watershed Divisions. — After the cost of a 
drain is apportioned to all of the affected lands, and during 
the processes of apportionment, certain comparisons are of 
value as indications of benefits received by the different por- 
tions of the watershed. As before mentioned, the proportion 
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fairly borne by sub-watershed areas may be estimated with 
fair accuracy. It often occurs that at some point in the course 
of a drain the fall is so great that all lands tributary to the 
main above this point could be successfully drained withput 
the installation of such an expensive drain below as may be 
necessary for the drainage of the lower lands. Apparently the 
share of these lands so situated should be less than would be 
proper were their elevation such that a more expensive drain 
were necessary. In this way watersheds may be separated into 
units and comparisons made which will relatively indicate the 
fairness of assessments. Such comparisons are also applicable 
in cases where the outlet portions of drains are extended 
through lands in which watercourses exist of sufficient depth 
and capacity to constitute legal outlets for drainage districts. 
The vital question is whether the lands adjacent to the drain 
above the possible legal outlet are liable for any of the 
incurred cost of extending the drain. It would seem just that 
in case no benefits were deducible for any of the foregoing 
reasons, the owners of the lands should, before the establish- 
ment of the district, be allowed the privilege of deciding as to 
whether they are willing to bear the total cost of such an 
extension through their lands. If they should not be willing 
to do so, the extension should not be constructed by the dis- 
trict unless necessary to its welfare, in which case the lands 
above should rightfully bear some portion of the cost. 

Soil Fertility. — In the case of the average watershed in 
such agricultural states as Illinois and Iowa, the soil is so gen- 
erally fertile that differences in assessments need not be made 
to allow for variations in soil fertility and productiveness. 
The fact that a tract is sandy, rocky or peaty, and thus ren- 
dered of comparatively less value for cropping purposes, does 
not affect the cost of draining the watershed as a whole, but 
it does minimize the resulting benefits because of increased 
returns from the land. Land which is sandy or otherwise 
affected in a manner which will constitute a permanent obsta- 
cle to the productivity of the land should influence assess- 
ments to a greater extent than lands which are peaty or 
affected with alkali, and which are capable of being sub- 
dued. Soils which are overlaid with peat beds to depths of 
6 to 24 inches require only time to subdue them, and an engi- 
neer should be qualified to estimate about the processes that 
will be necessary to accomplish maximum productivity in 
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order to judge of benefits and act as advisor to land owners. 
These soils are unnecessarily neglected in many communities 
because of the hesitancy of owners to undertake their sub- 
dual, and as a consequence these lands often lie idle in a 
watersoaked condition for many years after outlet drains are 
constructed, thus leading to the popular belief that such lands 
are not materially benefited by outlet drains. If the peaty soil 
is underlaid with sand and gravel, its productive possibility 
is not so great because of the difficulty of retaining moisture 
for growing crops, but if underlaid with the finer-grained sub- 
soils, its reclamation is only a question of time and proper 
methods. Complete drainage is first necessary, which may be 
followed by a thorough plowing and preparation of the seed 
bed and seeding to blue-grass and clover or similar grasses 
for pasturing purposes, or to timothy and alsike clover for 
the growth of hay crops. Pasturing serves to tramp down and 
reduce the peat the more rapidly. Very productive hay crops 
may be produced on such soils, and corn crops have been suc- 
cessfully grown in cases where the peat layer has been thin 
enough to allow the penetration of the moisture-bearing sub- 
soil by the rootlets. The length of time required to prepare 
these soils for general cropping purposes will depend upon 
the thickness of the peat and the time necessary to reduce it 
sufficiently to allow of the bringing of the sub-soil to the 
surface by deep plowing, and will probably vary from one to 
six years for peat beds of 6 to 24 inches in thickness. The 
thicker peat beds which are valueless for agricultural pur- 
poses are undoubtedly little benefited by drainage unless some 
practicable use for them may be demonstrated. The possibili- 
ties of soils and the crops that may be produced upon them 
vary for different localities, and special studies of the influ- 
encing conditions should be made in each case before benefit 
assessments are spread. 

System for Reduction of Benefits. — It thus appears that 
the division of costs cannot be reduced to an absolute system, 
as the conditions vary so radically and the considerations 
affecting benefits are so interdependent that each benefit factor 
cannot be segregated and definite proportionate values as- 
signed to it. But some method is necessary for the approxi- 
mate derivation of assessments before comparisons and adjust- 
ments are possible. A system is here suggested by the use of 
which percentage values may be assigned to each of the class 



DIVISION OF COSTS OF DRAINAGE SYSTEMS 119 

of benefits discussed and comparative assessments computed 
for each tract according to the benefit per acre. The neces- 
sary form for the ready use of this method is shown in Fig. 33, 
, and a portion of an imaginary district assessment computed as 
an illustration. 

In the order listed, the owner's name and the description 
of the tract is entered. Instead of listing the classifications 
of swamp, wet, low and dry and the corresponding number 
of acres in each of the two succeeding columns, '*Kind of 
Land" and ** Acres," a large amount of computation may 
be eliminated and practically the same results arrived at by 
reducing the classifications to an equivalent swamp acreage 
value and entering this reduced acreage for the tract in the 
column "Acres" following the classification of swamp. If 
the separate classification plan were followed throughout the 
swamp lands of the lowest elevation or those requiring the 
greatest expenditure to effect an outlet would be given 100 per 
cent in the list ** Class of Land," and proportionately less per- 
centages assigned the higher the comparative elevations of the 
swamp lands, amounting to the percentages applicable to dry 
lands in case of elevations allowing of natural drainage out- 
lets. Those wet lands lying in the main valley would be given 
a uniform percentage of 50 to 60 per cent, upon the theory 
that wet lands receive this proportion of benefits as compared 
to swamp lands and that the wet lands require uniformly simi- 
lar proportionate sizes and depths of drains. In cases of wet 
lands so situated as to require excessive depths for any reason, 
the percentage would be increased. Those wet lands upon the 
slopes and in the draws would receive a less percentage as 
their elevation increased. Because of the natural advantages 
as regards sizes, and depths and because of the less necessity 
for any drainage, low lands would be given 30 to 10 per cent, 
and dry lands uniformly 10 per cent. By the use of the simpli- 
fied plan suggested the reductions to equivalent swamp acre- 
age method would be effected in accordance with the following 
illustration : 



5 A. swamp X 100% = 5.00 swamp acres. 

10 A. wet X 60% =6.00 

15 A. low X 30% = 4.50 

10 A. dry X 10% = 1.00 
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Total =16.50 " " 
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This reduced acreage is then entered as swamp acres and 
as the per cents representing the class of the land have already 
been considered in reducing the acreages, no entry is made 
under the heading '* Class of Land'' in using this method. 
The per cents assigned to the different classes of land for 
reduction purposes necessarily vary as they would were the 
processes effected without reducing the acreages in this man- 
ner. For instance, the elevation of the tract might be such 
that the 5 acres of swamp should be assigned a rating of 20 
per cent in the third column, the wet 20 per cent, the low 10 
per cent and the dry 10 per cent, in which case the reduced 
acreage value would equal 5.5 acres. Figure 33 illustrates the 
application of the plan without reducing the acreages and the 
same district is computed in accordance with the simplified 
system in Fig. 34 to show its simplicity and the fact that 
the same results are arrived at in both cases. The use of the 
reduction method results in less computation, with consequent 
less liability of errors, and presents the comparative conditions 
of the lands in a simpler manner, which admits of more intelli- 
gible comparisons. It is a difficult matter to make comparisons 
between different tracts by considering the four classifications 
and their varying percentages separately, but when the reduc- 
tions are thus made to equivalent swamp acres all tracts are 
placed upon a common basis as concerns the quality and eleva- 
tion of the land. Comparisons may be made upon this basis 
which are intelligible to land owners, attorneys, judges and 
others, and which prove of great assistance in firat arriving 
at equitable assessments and later in defending these assess- 
ments in court if necessary. A blueprint of the district, with the 
total assessment, number of reduced swamp acres, and rate 
of assessment per swamp acre, noted in order with a yellow 
pencil upon each tract, graphically presents data to a judge 
or jury which effectively discloses the fallacy of general state- 
ments and arguments litigants may make. It is of course 
necessary to consider these swamp acres and rates per swamp 
acre in connection with the location of the tracts and other 
factors, but the effect of this plan is to greatly minimize and 
simplify the items which must be considered. 

Under the heading ''Proximity to Drain" the percentages 
for all classes are listed at 100 per cent for those tracts 
through which the drain extends, and proportionately less 
percentages the farther distant a tract is situated from the 
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drain, as lands 40 rods distant at 70 per cent, 120 rods distant 
50 per cent. In small flat districts it is unnecessary to make 
use of the column ** Proximity to Outlet," but it is useful in 
the assessment of the more extensive districts. In such cases 
allowances may be made for the bodies of lands in sub-water- 
sheds or in the main watercourse draw, which should bear less 
than the average proportion because of comparative independ- 
ence of certain sections. Por instance, lands situated along 
the main watercourse of similar proportionate elevations 
should be rated at 100 per cent, those lands in sub-watersheds 
which might use only a small portion of the main and not be 
subject to overflow at 10 per cent and upward, and those lands 
adjacent to the main, which possess elevation advantages as 
mentioned under the topic '* Comparison of Watershed Divi- 
sions," at 40 per cent upward, depending upon the natural 
advantages enjoyed. After these percentages are thus assigned 
to all of the tracts, these and the number of acres are multi- 
plied together and the product listed in the column ** Product" 
for each classification. Because of the large number of units 
in such products it is convenient to simplify it by setting oflf 
about four decimal points for all products, which does not 
affect the final result. Then in order the products are totaled 
for each tract and listed under the heading *'Sum," and the 
total sum of these results thus obtained for all of the farm 
lands in the district divided into the amount of funds to be 
raised gives as a quotient a common multiple, which in turn 
multiplied by the sum of the points for each tract results in 
the assessment for that tract. In computing the total assess- 
ments to be paid by the farm lands, all assessments levied 
against highways, railroads and town lots must first be 
deducted from the total cost and the balance apportioned to 
the farm lands. It is best, in estimating the total amount of 
funds to be raised, to allow a liberal percentage in addition to 
the contract price to provide for all necessary incideAtal 
expense, as future reassessments to provide for deficiencies are 
always productive of dissatisfaction. 

A commission experienced in the levying of assessments 
can accomplish surprisingly accurate results by the use of this 
system, and an incompetent commission very unjust results by 
the use of the same method. In all cases the resulting assess- 
ments should be copied upon a plat and comparisons made 
in the light of infiuencing suggestions that can be made by 
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the members of the commission. After such a review a com- 
mission will often find it advisable to alter the results in indi- 
vidual cases, which a commission should not hesitate to do 
if evidently just, as the percentages cannot be so fairly pro- 
portioned in all cases as to render the results absolutely fair. 
If the office work is transacted at a considerable lapse of time 
after the completion of the field work or classifying, or if 
the district is large, final comparisons are best made after 
generally reviewing the lands of the district. The assessment 
figures may be readily transferred to white prints for field and 
office comparisons by the use of a common pencil, but if blue- 
prints are used, black marks are not legible upon them. A 
yellow crayon or pencil will make reasonably visible and leg- 
ible marks upon blueprints. Also after the comparisons and 
alterations have been completed the assessment sheets are 
usually unfit for filing with the authorities. Because of this 
objection and because it is advisable not to make public all 



Method of Repobtino Benefit Assesshents. 
Benefit Assessment for County, Drain Number 



Name of 






Classifi- 


Points of 


Assess- 


Owner 


Description of Land 


Acres 


cation 


Benefit 


ment 




S.W. 4, S.E. 4, 30-91-29 


4 


8 


32 


% 9.90 




S.W. 4, S.E. 4, 


17 


16.8 


285.6 


88.55 




S.E. 4. S.W. 4, 


12 


19 


228 


70.70 




N.E. 4, N.E. 4, 31-91-29 


29 


r»1.5 


1441.3 


446.80 




S.E. 4. N.E. 4, 


39 


79 


3081 


955.10 




N.E. 4, S.E. 4, 


11 


100 


1100 


341.00 




N.W. 4, N.E. 4, 


39 


43.9 


1712.1 


530.75 




S.W. 4, N.E. 4, 


34 


68.1 


2315.4 


717.80 




N.E. 4, N.W. 4, 


30 


18.3 


549 


170.20 




S.E. 4, N.W. 4. 


24 


73.4 


1761.6 


546.10 




N.E. 4, S.W. 4, 32-91-29 


3 


53 


150 


49.30 




N.W. 4, S.W. 4, 


6 


39 


234 


72.55 




S.E. 4, N.W. 4, 


1 


60 


60 


18.60 




S.W. 4. N.W. 4, 


35 


45.3 


1585.5 


491.50 




Highways in .... Twp. 




Total = 


726 


225.05 




15270.5 


$4733.90 



Fio. 35 — A Method of Reporting Benefit Assessments 

the processes used in arriving at the results, the assessments 
and descriptions may be relisted in any convenient form or 
in the particular form prescribed by state law; but in all 
eases assessment reports should list the ownership and descrip- 
tion of the tracts affected and the total number of acres 
assessed for benefits for each tract. The classifications may 



DIVISION OP COSTS OF DRAINAGE SYSTEMS 125 



be iSled separately upon the section sheets. Also assessment 
reports should include a summary of the assessments as pro- 
portioned upon each tract for benefits derived from the differ- 
ent main or branch drains in addition to the general report of 
the total assessments. Figure 35 illustrates the method of 
reporting assessments as required by a number of state laws, 

Method of Repobtino a Sumimaby of Assessments. 

Amounts Assessed to Main and Branches Separately County, 

Drain No 







Main 


IlBANCii No. 1 


Bbancii No. 2 






Assess- 




Assess- 




Assess- 


Descbiption 




Acs. 


ment 


Acs. 


ment 


Acs. 


ment 


S. E. 4, S. E. 4, 


30. 


4 


$ 3.95 




$ 


4 


$ 5.95 


S. W. 4, S. E. 4, 


ft 


.. 17 


29.75 






17 


58.80 


S. E. 4. S. W. 4. 


1* 


.. 12 


18.30 






12 


52.40 


N. E. 4, N. B. 4, 


31. 


.. 29 


217.85 






24 


228.95 


S. E. 4, N. E. 4, 


i» 


.. 39 


641.90 


24 


313.20 






N. E. 4, S. E. 4, 


*t 


.. 11 


193.15 


11 


147.85 






N. W. 4, N. E. 4, 


ft 


... 39 


242.45 






29 


288.30 


S. W. 4, X. E. 4, 


tt 


.. 34 


717.80 










N. E. 4, N. W. 4, 


tt 


... 30 


108.40 






13 


61.80 


S. E. 4, N. W. 4. 


tt 


.. 24 


54C.10 










N. E. 4, S. W. 4. 


32 


3 


49.30 










N. W. 4, S. W. 4. 


tt 





72.55 










S. B. 4, N. W. 4, 


tt 


1 


18.60 








1 


S. W. 4, N. W. 4. 


tt 


... 35 


424.45 


5 


67.05« 






Highways in 


Ty 


wp. 


100.05 




75.00 




60.00 




$3384.00 


$ 003.10 


$74620 



Fig. 36 — A Method of Reporting a Summary of Benefit Assessments 

and Fig. 36 illustrates a method of reporting the summary of 
assessments for the different drains. Such a summary is use- 
ful in determining the justice of assessments by the public 
and courts, and serves as a guide in the relcvying of assess- 
ments for future repairs and improvements. 

Assessment of Town Lots. — Town lots are included in the 
watersheds of some districts, and it is oftentimes proper that 
because of the greater benefits to this class of property pro- 
portionately greater assessments should be levied. In case the 
drain extends through the town limits and additional capacity 
is designed to care for flood watei's more rapidly, the excess 
cost incurred should rightfully be assessed to the town prop- 
erty affected. In all cases where drainage is necessary, the 
resulting benefits are grer.tcr because of the benefits resulting 
from the drainage of streets ;ind cellars. But if the town 
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property- is of sufficient elevation to possess a natural outlet, 
consideration should be given to this item as well as for farm 
lands. Town lots and streets are most conveniently assessed 
by determining the total amount to be borne by them and 
pro-rating this amount among them according to areas, eleva- 
tions and location. 

Assessment of Higbways and Sailroads. — ^Highways and 
railroads are usually assessed on the liunp sum basis, no rules 
being as yet set by state drainage laws for the determination 
of this sum. Comparisons may be made in both cases by com- 
puting the acreages affected and about the average assessment 
per acre for similar lands. But because of the different pur- 
poses for which the land is used, the actual benefit or saving 
in construction and up-keep may justify a much greater than 
the proportionate assessment. In estimating the total economy 
that may be effected because of the construction of the drain 
in such cases, it must be remembered that no greater per- 
centage of total benefit is justifiable as an assessment than the 
assessment upon farm lands bears to the increased value of the 
farm lands arising from the installation of the drain. Although 
highways may serve large communities outside of the district 
and railroads may receive greatly increased tonnage for trans- 
portation, such advantages can hardly be chargeable as bene- 
fits because of their indirect and speculative character. 

Proper benefit items for consideration in the case of high- 
ways are the removal of water or the making possible of such 
removal from the road right of way, resulting in fewer and 
smaller bridges, less necessity for and cheaper maintenance 
of grades and the rendering of the roads more constantly 
passable. Railroads may be benefited because fewer and 
shorter bridges and trestles and less maintenance expense for 
them may be required, grades may be rendered more stable 
by the removal of water and the consequent freedom from the 
action of burrowing animals and from the heaving and set- 
tling of the embankment because of freezing and thawing, 
the expense of the up-keep of fences, poles and ties may be 
considerably reduced, and generally the roadbed and all 
affected property may be benefited by reason of less main- 
tenance and reconstruction expense. Highways and railroads 
are often so situated that the construction of the drain will 
not in any way affect their condition and maintenance, in 
which cases only a nominal assessment is permissible. 
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As the determination of such assessments must largely be 
a matter of opinion and estimates, often by persons unac- 
quainted with railroad and highway costs, it is especially 
important that the commissioners carefully view such proper- 
ties, noting all points affecting benefits and acquiring all infor- 
mation available in order to insure fairly equitable assess- 
ments. In accomplishing this purpose estimates of all the 
economies effected per annum capitalized at the prevailing 
rate of interest indicates the amount of investment that would 
be necessary to accomplish this saving of expenditures. 

Lack of Umformity of Assessments. — The question of divi- 
sion of costs of drainage systems is interpreted in detail as 
variously as there are communities and individuals connected 
with such duties. The differences in opinion have extended 
not only to details, but have in many cases been as divergent in 
regard to the basic principles. This is largely the result of the 
newness and complexity of benefit questions, the absence of 
literature on the subject, the lack of instruction in colleges 
and of co-operation among engineers — conditions which the 
future promises to correct. 



CHAPTER IX 

THE QUALITY AND INSPECTION OF DRAIN TILE ^ 

The specifications governing the quality of drain tile have 
generally only related to the shape of the tile, the degree of 
hardness and the condition as to cracks and flaws. As a rule 
little consideration has been given to the actual strengths that 
should be provided to withstand the earth pressures coming 
upon them, except in isolated cases and those cases where fail- 
ures have occurred. This laxity has been largely the result 
of an absence of data relative to earth pressures and tile 
strengths. Future specifications will undoubtedly be more and 
more based upon an analysis of soil pressures, and tile designed 
accordingly. 

Cross-Sections of Tile. — Since clay tile cannot be success- 
fully manufactured to a true circular cross-section because of 
the warping w^hich inevital)ly occurs during the process of 
burning and drying, it is not best to include a specification 
requiring that tile be truly circular, especially since the warp- 
ing action is the more pronounced in the more desirable hard- 
burned tile. It is also seriously detrimental to the capacity 
of the drain to allow the use of the more irregular, egg-shaped 
tile. A maximum variation of 3 per cent in the diameter of 
tile should as a rule not be exceeded. 

Imperfections in Tile. — A customary specification is one 
requiring that all tile delivered on the line of ditch be free 
from cracks, and this general provision is often the cause of 
serious disagreements. Tile companies and contractors are 
naturally desirous of reducing their percentage of loss as 
much as possible by placing as many of the delivered tile as 
the engineer will allow. Without question, tile for any drain- 
age use which are cracked in manufacture or transportation 
throughout their entire length should be rejected. It is more 
difficult to classify the extent to which minor cracks should 
be allowed, although the limitations should be so stated and 
enforced as to prevent the use of tile the strength of which is 
seriously impaired. In the more stable trenches a crack may 

128 
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safely be permitted in one end of the tile which does not 
exceed in length 20 per cent of the length of the tile, or if 
one crack extends inward from each end of the tile the sums 
of their lengths should not exceed 30 per cent of the length 
of the tile, it being assumed in both cases that the tile are 
designed with ample strength factors of safety. In case the 
tile are to be installed in cavy soil, more nearly perfect tile 
should be required. Small fire checks in the body of the tile 
do not seriously impair their strengths, while larger ones or 
a number of checks occurring in the same tile will result in 
greatly reduced strength. The testing of a few cracked and 
checked tile in a testing machine will demonstrate the extent 
to which they may be safely allowed in any given case. 

Aside from the breaking and cracking of the tile which 
occurs in railroad transportation, which breakage is a matter 
for adjustment between the railway company and tile company 
or contractor, a large percentage of the tile is often cracked 
and broken by the tile haulers. Much of this latter loss 
results from the carelessness of the haulers in unloading them 
from the cars, reloading them upon the racks and unloading 
the tile along the line of ditch. Much of this loss may be 
eliminated by the employment of careful, experienced haulers 
and the educating of haulers to the facts that drain tile will 
not withstand sudden jars and rough usage, that they should 
be rolled instead of dropped and that they should be bound in 
place upon the tile rack to prevent jarring. The engineer 
should interest the contractor in these precautionary measures, 
incidentally to protect the interests of the contractor, but prin- 
cipally to prevent the formation of hair cracks, checks and 
the general disturbance of the strengths of all the tile sub- 
jected to rough handling. 

Lengths of Tile. — Specifications as to lengths of tile are 
usually unnecessary, as tile are uniformly manufactured in 
standard lengths of 2, 2^^ and 3 ft. in the larger sizes, 
practically all hard-burned and vitrified tile being also 2 
ft. in length in the smaller sizes. Practically all factories 
manufacturing the softer grades of small tile conform to the 
standard length of 12 in. Hence if the better grade of tile 
is desired, it is not best to limit the lengths of any sizes to 
12 in., especially as the 2-ft. lengths furnish a sufficient num- 
ber of joints for the entrance of ground waters. The accuracy 
of the last statement is clearly evident to engineers acquainted 
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with the difficulties of sealing sewers against the entrance of 
ground waters. 

Hardness of Tile. — ^The degree of hardness to which all 
clay tile are to be burned may be fixed by some characteristic 
for the sizes required, as under loose specifications tile com- 
panies manufacturing softer grades of tile will insist that 
their tile conform to the specifications, and owing to the 
attractiveness of cheaper cost the contractors will be particu- 
larly anxious to buy of these companies. Four general divi- 
sions as to the hardness and finish of tile are common: soft, 
hard-burned, vitrified and salt-glazed. 

The use of soft tile, although seriously advocated in the 
past by land owners, will not be here considered, as both 
theory and practice have proven the harder-burned tile to be 
stronger and more durable. Hard-burned tile differ from the 
soft tile of the same grade of material very little in color, 
excepting that they are of a perceptibly darker shade. Accord- 
ing to their distinctive appellation they are subjected to 
greater heat in the kiln, sufficient, if properly applied, to bum 
them uniformly hard throughout the walls of the tile. Tile 
thus burned should emit a clear ring or bell sound when 
tapped with a hammer. Vitrified tile generally resemble the 
hard-burned, excepting that the outside surfaces are more pol- 
ished and smoother in appearance because of the application 
of sufficient excess heat to fuse or vitrify the outer surfaces, 
the color and appearance of the interiors of the walls being 
similar to that of hard-burned tile. Glazed tile are not neces- 
sarily subjected to a more intense heat than the vitrified, but 
their surfaces are fiuxed and glazed by the application of salt 
in the kilns when the temperature is at the proper degree, 
resulting in tile with very hard, glassy wall exteriors and 
vitrified wall interiors. The glazing of tile is sometimes 
objected to because of the hiding of defects by the glazing. 
As a rule, however, the degree of heat necessary to success- 
fully glaze tile is usually sufficient to insure their proper burn- 
ing; cracks and checks are generally discernible in glazed tile; 
enough tile are broken to show the general condition of tlie 
wall interiors; hammer and machine tests will disclose serious 
defects; and the glazing is an advantage in that it aids in 
waterproofing the tile against the penetration of moisture. 

As the cost of manufacture increases for each grade in the 
order noted above, it is only just that competing contractors be 
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informed in comprehensible terms as to which grade or grades 
they must furnish. All references to such arbitrary classifi- 
cations of hardness and finish may be eliminated, being sub- 
stituted by absorption tests, but owing to the fact that stand- 
ards of manufacture are closely adhered to by clay tile manu- 
facturers with respect to these four divisions, for the sake of 
clearness the degree of hardness may be best specified by refer- 
ence to classes. Maximum absorption test should also be fixed 
for each class specified, which maximum per cents of absorp- 
tion should be approximately: soft tile, 10 per cent; hard- 
burned tile, 8 per cent ; vitrified tile, 6 per cent ; and glazed 
tile, 5 per cent. 

Concrete tile are not so readily analyzed as to density or 
hardness classes, as the method of accomplishing density — the 
manufacture and setting of concrete — should not be varied. 
The too general argument in favor of concrete tile, that they 
are more porous and will thus admit ground waters more read- 
ily, cannot be too severely condemned. While the disinte- 
grating action of percolating water through the walls of the 
tile may not cause the dissolution of the cement, as the oppo- 
nents of concrete tile have endeavored to prove, the fact 
remains that percolating water does tend to disintegrate soft 
tile of any material, and every precaution should be taken to 
secure dense, waterproof tile walls. As the hardness of con- 
crete depends upon the quality and cleanliness of the gravel 
or other aggregate, the grade of the cement, the cleanliness of 
the water, the thoroughness of the mixing of the ingredients, 
the method of tamping or consolidating the concrete in the 
forms and the effective curing of the completed tile, it is essen- 
tial that the rigid specifications in regard to all these factors 
be provided that the tile be manufactured by competent, 
experienced concrete workers, and that their manufacture be 
constantly inspected by a competent inspector. The slogan 
that ** anybody can make concrete'' has no place in the manu- 
facture of concrete tile. 

Earth Pressures in Tile Trenches. — Although there have 
been theories advanced as to the earth pressure actually trans- 
ferred to the tile in trenches, there have been until recently 
few experiments in this direction conducted under actual 
trench conditions. A series of experiments conducted in 
trenches by the Experiment Station of the Iowa State Col- 
lege, under the supervision of Dean A. Marston, have not only 
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demonstrated that drain tile in many eases have not been 
manufactured with a sufficient factor of safety, but have also 
furnished data and proofs upon which to intelligently base 
field investigations and specifications. In these tests the pres- 
sures upon the tile were measured by a pressure gauge and 
the results compared with a tentative formula devised by 
Prof. Marston to be used in connection with th^ Ames and 
other testing machines. These tests indicated that the results 
of tests made with a machine compare very closely with the 
earth pressures that tile will withstand in trenches, and that 
the earth pressures as computed by the Marston Formula com- 
pare closely with the actual earth pressures on tile in trenches. 
Based upon these tests, four truisms are deduced in Bulletin 
Xo. 31 issued by the Iowa State College, which are : 

(V The weight of fill is carried partly by the pipe and 
partly by the friction against the sides of the trench. 

(2^ Within the limits of width of ordinary tile ditches, the 
wider the ditch, the greater the pressure, but with the same 
width of trench the diameter of the pipe does not affect the 
load, which is as great for a small pipe as for a large pipe in 
the same width ditch. 

(Z) The proportion of the weight of filling carried by the 
pipe decreases as the depth of fill gets greater, and after the 
depth of fill becomes equal to 10 times the width of the trench 
there is practically no increase in the load on the pipe. 

(4) The load on the pipe will depend upon the weight of 
the ditch filling per cubic foot and its degree of saturation. 

The Marston formula for earth pressures on pipes is: 

W = C w B* 

in which 

W = Total pressure on pipe in lbs. per linear foot. 

C =A constant, the value of which depends upon the 

ratio H/B and the character of the trench filling. 

(Its values are given in Table 15.) 
w = The unit weight of filling materials in lbs. per cu. ft. 

(Some values are given in Tables 16 and 17.) 
B = The width in feet of the trench at a point level with 

the top of the pipe. 

By the use of Tables XV, XVI and XVII, the pressure of 
earth in any given case is readily computed or the weights 
resting on pipes may be read directly from Table XVIII with- 



QUALITY AND INSPECTION OP DRAIN TILE 133 

Table XV — Appboximatb Values of C fob Usb With Mabston Fobmula. 

ITs Height of Fill In Feet Over Pipe. 
B s Width of Trench at Top of Pipe. 

C7» Average Vertical Pressure per Sq. Ft. at Top of Pipe In a Trench 
1 Ft. Wide, Due to Ditch Filling Weighing 1 Lb. per Cu. Ft 



Ratio H, B 


For Damp Top 

Roll and Dry 

and Wet Sand 


For Saturated 
Top Sou 


For Damp 
Yellow Clay 


For Saturated 
Yellow Clay 


0.5 


0.46 


0.47 


0.47 


0.48 


1.0 


0.85 


0.86 


0.88 


0.90 


2.0 


1.47 


1.51 


1.56 


1.62 


3.0 


1.90 


1.99 


2.08 


2.19 


4.0 


2.22 


2.35 


2.47 


2.65 


5.0 


2.45 


2.61 


2.78 


3.02 


6.0 


2.61 


2.81 


3.01 


3.32 


7.0 


2.73 


2.95 


3.19 


3.55 


8.0 


2.83 


3.06 


3.33 


3.74 


9.0 


2.88 


3.14 


3.44 


3.89 


10.0 


2.92 


3.20 


3.52 


4.01 


110 


2.95 


3.25 


3.58 


4.11 


12.0 


2.97 


3.28 


3.63 


4.19 


13.0 


2.99 


3.31 


3.67 


4.25 


14.0 


3.00 


3.33 


3.70 


4.30 


15.0 


3.01 


3.34 


3.72 


4.34 


Inflnlt}- 


3.03 


3.38 


3.79 


4.50 



Tablb XVI — Measubements of Weights of Tbench Filling peb 

Cubic Foot (Not Compbessed). 



No. of 






Welarht 


Tests 


Kind of Soil 


Condition of Soil 


In Lbs. 


3 


Black top soil 


Loose, wet, 20% water 


60 


3 


Black top soil 


Loose, damp, from 2* depth 


75 


3 


Black top soil 


Saturated 


100 


8 


Black top soil, mixture of 
black 


Saturated, 25% water 


108 


4 


Top soil and yellow clay 


r^ose, wet. 19.4% water 


80 


8 


Yellow clay, slightly snndy 


Loose, damp, from 4' depth 


75 


3 


Yellow clay, very snndy 


Loose, damp, from 6' depth 


88 


3 


Yellow clay 


Saturated, 17% water 


127 


2 


Yellow clay 


Saturated, 26% water 
Loose, dry, hard, had to be 


145 


4 


Blue clay from 15' depth 


picked 


83 


1 


Sand 


Dry 


99 


1 


Sand 


Damp, 5% water 


92 


1 


Sand 


Wot, 15% water 


121 



Table XVII — Measubements op the Weights peb Cubic Foot op Solid, 

Undistubbed Soil in I^lace. 



Kind of Soil 



Bluck top soil 

Black top soil 

Black top soil 

Black top soil 

Averages = 

Yellow clay, 2%' depth , 

Whitish clay. SW depth 

Average for clay sub-soil = 

Sandy clay, 2%' depth 

Sandy clay, 3' depth 

Sandy clay averages = 

Clayey sand, 4' depth 

Clayey sand, 4' depth 

Coarse pebbles and clayey sand 

Clayey sand and gravel 

Blue clay, 4 Mi' depth 

Sandy yellow clay, 1.7' depth 

Yellow clay, 3.3' depth 

Mixture of yellow and blue clay, 16' 
depth 

Blue clay, 18' depth 

Blue clay, 20' depth 

Yellow clay a few rods from experi* 
mental ditch, 9' depth 

Yellow clay a few rods from experi- 
mental ditch, 4' depth 



Damp— Lbs. 


Saturated — Lbs. 


96.8 


108.4 


96.7 


107.6 


90.5 


99.2 


93.8 


106.0 


94.0 


105.0 


116.5 


119.9 


124.9 


126.5 


121.0 


123.0 


113.9 


122.2 


98.9 


107.8 


106.0 


115.0 


121.3 


133.8 


121.2 


132.0 


127.2 


131.2 


123.0 


132.0 


114.0 


118.0 


104.4 




120.0 




136.0 


• • • • • 
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out computation, all three tables being taken, complete or re- 
duced, from the same source as Table XV. (Iowa State College, 
Bulletin No. 31.) 

Strength of Drain Tile. — While many of the drains, in 
which drain tile of standard dimensions were used, have given 
apparent satisfaction, especially in the shallower trenches, 
there have been a considerable number of failures reported in 
the case of the deeper trenches. Doubtless also many of the 
tile in existing tile trenches are in a cracked condition, but 
have not completely failed, and have consequently not been 
discovered. 

Experience indicates that the earth compacts and arches 
in trenches to such an extent that it will carry, heavy loads 
even though cavities have formed directly over the tile or 
sewer pipe to such an extent that little or no pressure is trans- 
ferred directly to the pipe. However, this condition does 
not exist immediately follow-ing the construction of the drain 
while the earth filling is still in a loose condition, and tile 
should be designed for the pressures exerted at this time. The 
proper factor of safety for tile strengths is yet undetermined 
from experience and experiments, but since tile have with- 
stood pressures as successfully as they have in known cases 
where there have been few or no factors of safety, it is prob- 
ably safe to specify that tile shall withstand pressures equal 
to ll^ times the w^eight of the earth as computed by the 
Marston formula for stable trenches, and twice the pressure 
when the trench banks are unstable. 

The results of recorded tests upon drain tile have indicated 
that the breaking strength and modulus of rupture of clay 
tile have been fairly uniform for a number of tests and that 
the strengths of the tile have increased somewhat proportion- 
ately with increases in size. Tests on concrete tile have indi- 
cated that the breaking strengths have varied more between 
different tests upon similar sizes and that the strengths have 
not increased in proportion to the increasing diameters. Tables 
XIX and XX are condensed from Iowa State College Bulletin 
No. 31, and are a record of average strengths of a large number 
of test samples. These facts indicate : 

(1) That clay tile as manufactured are sufficiently strong 
for the shallower trenches. 

(2) That clay tile as manufactured are not suflBciently 
strong for the deeper trenches. 
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(3) That good concrete tile of the smaller sizes are suffi- 
ciently strong for average trenches. 

(4) That good cement tile of the larger sizes and of the 
usual dimensions are not sufficiently strong for average 
trenches. 

(5) That larger sizes of concrete tile should be strength- 
ened by scientific manufacture, thicker walls and reinforce- 
ment when more economical than thicker walls. 

(6) That the strengths of drain tile cannot be standard- 
ized, but must be varied with the earth pressures to be borne. 

The specifications of the Interstate Tile Manufacturers' 
Association for the manufacture of plain concrete tile are as 
follows : 

Material, (1) Cement. The cement shall meet the require- 
ments of the standard specifications for Portland Cement of 
the American Society for Testing Materials. A bag of Portland 
cement shall be considered as one cubic foot. 

(2). Fine aggregate shall consist of sand, crushed stone, or 
gravel screenings, graded from fine to coarse, passing when dry 
"a screen having y^-m. diameter holes, shall be preferably of 
silicious materials, clean, coarse, free from vegetable loam or 
other deleterious matter, and not more than 6 per cent shall pass 
a sieve having 100 meshes per lineal inch. 

(3). Mortars composed of one part Portland cement and 
three parts fine aggregate by weight, when made into briquets 
shall show a tensile strength equal to that of 1 to 3 mortar of 
the same consistency made with the same cement and standard 
Ottawa sand. 

(4). Coarse aggregate shall consist of gravel or crushed 
stone, graded in size, which is retained on a screen of ^/4-in. 
mesh, and not over 3 per cent of which material shall exceed in 
the largest dimension one-half the wall thickness of the tile. 
Material shall be clean, hard, durable and practically free from 
deleterious materials. 

(5). Sands and gravel vary so greatly in the same pit that 
frequent tests should be made to ascertain the actual voids in 
the material. Then use 5 per cent more cement than enough to 
fill these voids. 

(6). A simple way to ascertain these voids is to pack the 
fine aggregate solidly into a tight measure holding a cubic foot, 
stroke it level. Weigh a measure of water, turn it on the mate- 
rial in the measuring box until the water stands at the surface. 
After ascertaining the weight of the water so used, multiply that 
weight by li/^ and add to this 5 per cent, which will give the 
weight of cement required. 

(7). Where coarse aggregate is used, determine the weight 
of water necessary to fill the voids, multiply by li/^ and add 10 
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per cent to obtain the weight of fine aggregate required. The 
cement shall overfill the voids in the fine aggregate as determined 
by the method in the paragraph above. 

(8). If the material is not tested for voids as indicated 
above, a leaner mixture than one part cement to three parts 
aggregate shall not be used. 

(9). Hand measuring is recommended as being most relia- 
ble. Where a mechanical proportioning mixer is used, extreme 
care should be exercised to see that it is measuring accurately 
and uniformly. Different aggregates feed so differently that 
each user of such mixer must test this for himself. 

(10). Water. Water shall be clean, free from oil, acid, 
strong alkalies or organic matter. 

Mixing. (11). The materials shall be mixed in a practically 
dry state until the cement is uniformly distributed, sufficient 
water added to obtain the desired consistency, and the mixing 
continued until the mass is uniform in color. 

(12). Machine Mixing. When the conditions will permit, a 
machine mixer shall be used. 

(13). Hand Mixing. When it is necessary to mix by hand, 
the mixing shall be on a water-tight platform and the materials 
shall be turned until they are homogeneous in appearance and 
color. 

(14). Consistency. Hand or machine made tile. The con- 
sistency of the concrete shall be such as to show web-like mark- 
ings on the surface of the tile when the forms are removed. 
The concrete must be used within 30 minutes after time of 
mixing. 

(15). Slush Tile. The consistency of the concrete shall be 
such that it will be forced into every part of the mold by jarring 
or tamping. The concrete must be used within 40 minutes after 
the time it is mixed. Slush tile may be made outside of estab- 
lished factories. The use of pneumatic hand tools shall be con- 
sidered as hand mixing. 

(16). Retempering. Retempering mortar or concrete, i. e., 
remixing with water after it has partially set, shall not be per- 
mitted. 

Forming. (17). Under no circumstances shall tile be made 
in a temperature lower than 40° F. Tile shall be formed so as 
to prevent laminations or planes of weakness. 

(18). Machine IMade and Hand Tamped Tile. Tile shall be 
made in such a manner as to insure a dense and uniformly 
packed product with smooth ends and surface^ 

(19). Slush Tile. Concrete for slush tile shall be forced 
into the metal forms by jarring or tapping in such a manner as 
will obtain a smooth, dense surface and shall remain undisturbed 
in the form for at least 12 hours. 

Curing. (20). Steam Curing. Within 60 minutes after 
the jackets have been removed from the tile they shall be sub- 
jected to an atmosphere saturated with moisture, the tempera- 
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tnre of which is not loss than 70° F. and not more than 120° F. 
In warm weather the tile shall he subjected to steam curing for 
at least 48 hours and then removed from the curing chamber 
and piled in the yard for at least 14 days. In freezing weather 
the tile shall be cured for 72 hours and then removed and piled 
in the yard for at least 14 days. 

(21). Natural Curing. In warm weather factory-made tile 
shall be stored in a room where they will be protected from 
drafts and against drying out. After hardening sufficiently the 
tile shall be sprinkled at least three times a day for a period of 
six days, after which they shall be piled in the yard for at least 
24 days. In freezing weather the tile shall be stored in a room 
where they will be protected against drying out and where the 
temperature is maintained between 55° and 75° F., and after 
hardening sufficiently shall be sprinkled at least three times a 
day for eight days. 

Dimensions, (22). Diameter. The diameter or size of a 
tile shall refer to the inside diameter and be uniform in all direc- 
tions. Tile with a diameter of more than thirty (30) inches 
shall be reinforced. 

(23). Thickness. The thickness of the tile wall shall be 
practically uniform throughout and shall not be less than one- 
twelfth of the diameter, with a minimum thickness of one-half 
inch. 

(24). Length. The length of a tile shall be uniform at all 
points with a minimum of 12 inches. 

Finished Tile. (25). Finished tile shall be free from such 
cracks and other defects as will appreciably diminish their 
strength, and when dry shall give a clear metallic ring when 
struck with another tile or with a hammer. 

Good concrete tile should result from a careful fulfillment 
of these specifications in all respects excepting that the mini- 
mum wall thickness of concrete tile should be 1/10 of the 
diameter, and specification should be included for each specific 
case requiring the tile to meet certain strength tests. As a 
guide in the testing of tile, the Standard Specifications as pro- 
posed by the Engineering Experiment Station of the Iowa 
State College are quoted: 

STANDARD SPECIFICATIONS FOR TESTS OF DRAIN TILE AND SEWER 

PIPE. 

SPECIFICATIONS FOR ST.VNDARD ABSORPTION TESTS. 

1. Specimens. The specimens shall be each approximately 
three inches square, and shall extend the full thickness of the 
pipe wall, with the outer skins unbroken. 

2. Number of Test Specimens. Five individual tests shall 
constitute a standard test, the average of the five and the result 
for each specimen being given in the report of the test. 
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3. Drying Specimens. Each specimen shall be dried in an' 
oven or by other application of artificial heat, until they cease 
to lose further appreciable amounts of moisture when repeatedly 
weighed. 

4. Brushing Specimens. All surfaces of the specimens shall 
be brushed with a stiff brush before w-eighin«r the first time. 

5. Weighing, The specimens shall be weighed immediately 
before immersion, on a balance or scales capable of accurately 
indicating the weight within one-tenth of one per cent. 

6. Water for Standard Test, The w^ater employed in the 
standard absorption test shall be pure soft water, at the air tem- 
perature of a room which is artificially heated in cold seasons of 
the year. 

7. Immersion of Specimens, The specimens shall be com- 
pletely immersed in water for a period of 24 hours. 

8. Re-weighing. Immediately upon being removed from the 
water, the specimens shall be dried by pressing against them a 
soft cloth or a piece of blotting paper. There shall be no rub- 
bing or brushing of the specimen. The reweij^hing shall be done 
with a balance or scales capable of accurately indicating the 
weight within one-tenth of one per cent. 

9. Calculation of Result, The result of each absorption test 
shall be calculated by taking the difference between the initial 
dry weight and the final weight, and dividing the remainder by 
the initial dry weight. 

SPECIFICATIONS FOR STANDARD TESTS OF BEARING STRENGTH. 

1. Specimens, The specimens shall be unbroken, full sized 
samples of the pipe to be tested. They shall be carefully selected 
so as to represent fairly the quality of the pipe. 

2. Number of Specimens. Five individual tests shall consti- 
tute a standard test, the average of the five and the result for 
each specimen being given in the report of the test. 

3. Drying. The specimens shall be dried by keeping them 
in a warm, dry room for a period of at least two days prior to 
the test. 

4. Weighing, Each dried specimen shall be weighed on 
a reliable platform scales just prior to the test. 

5. Bedding of Specimen for Test, Each specimen shall 
be actually marked, with pencil or crayon lines, in quarters, 
prior to the test. Specimens shall be carefully bedded above 
and below in sand for the one-fourth circumference of the 
pipe, measured on the middle line of the tile wall. The depth 
of bedding above and below the tile at the thinnest point shall be 
equal to one-fourth the diameter of the pipe, measured between 
the middle lines of the tile walls. 

6. Top Bearing, The top bearing frame shall not be allowed 
to come in contact with the tile or w^ith the test load. The upper 
surface of the sand in the top bearing shall be carefully struck 
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level with a straijsrht edge, and shall be carefully covered with a 
heavj", rigid top bearing, with lower surface a true plane, made 
of heavy timbers or other rigid material capable of uniformly 
distributing the test load without any appreciable bending. The 
test load shall be applied at the exact center of this top bearing 
in such a way, either by the use of a spherical bearing, or by the 
use of two rollers or rods at right angles, as to leave the bearing 
free to move in both directions. In case the test is made without 
the use of a machine and by piling on weight, the weight may be 
piled directly on a platform resting on the top bearing, provided, 
however, that the weight does not touch the top frame holding 
the sand, and provided, further, that the weight is piled in such a 
way as to insure imiform distribution of the load over the top 
surface of the sand. 

7. Frames for Top and Bottom Bearings, The frames for 
the top and bottom bearings shall be composed of timbers so 
heavy as to avoid any appreciable bending by the side pressure 
of the sand. The frames shall be dressed on their interior 
surfaces. No frames shall come in contact with the tile during 
the test. A strip of soft cloth may be attached to the inside of 
the upper frame on each side along the lower edge to prevent 
the escape of sand between the frame and the tile. 

8. Sand in Bearings. The sand used for bedding the tile at 
top and bottom shall be washed sand which has passed a No. 8 
screen. It shall be dried by keeping it spread out thin in a warm, 
dry room. 

9. Application of Load. The test load shall be applied 
gradually and without shock or disturbance of the tile. The 
application of the load shall be carried on continuously, and the 
tile shall not be allowed to stand any considerable length of time 
under a load smaller than the breaking load. 

10. Calculation of the Bearing Load. The total breaking 
load shall be taken a.s equal to the total top load, including the 
weight of top frame, sand for top bearing, top bearing timbers, 
etc., plus five-eighths of the weight of the pipe. This total load 
shall be divided by the length of the pipe in feet so as to give the 
bearing strength per linear foot of pipe. 

SPECIFICATIONS FOR CALCULATING THE MODULUS OF RUPTURE IN 
STANDARD TESTS OF DRAIN TILE AND SEWER PIPE 

The modulus of rupture for drain tile and sewer pipe shall 
be computed from the results of the standard test for bearing 
strength, according to the following rule: 

Divide the bearing strength per linear foot by twelve, multiply 
the quotient by the radius of the middle line of the tile wall 
expressed in inches, and divide this product by the square of 
the minimum thickness of the tile wall at top or bottom, also 
expressed in inches. This quotient will be the modulus of rupture 
of the pipe expressed in pounds per square inch. 
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Field Inspection of Tile. — The field inspection of tile should 
in all cases be sufficiently thorough to include the inspection 
of all tile before they are placed in the trench. If strength 
tests are specified, such tests may be conducted upon average 
samples by the use of a testing machine or samples sent to 
some State Experiment Station for reports. However, in any 
case the majority of the tile must be tested independently of 
testing apparatus and the actual inspection of the bulk of the 
tile must necessarily be accomplished by improvised methods 
applied by the field inspector. 

The wall thickness and diameters of the tile are mat- 
ters of measurements, only those apparently egg-shaped tile 
being necessarily measured for conformance to cross-section 
requirements. 

The hardness of clay tile and extent to which they are 
burned may be accurately judged by appearance and sound. 
Only practice and a comparison of the different grades of tile 
will render an engineer a proficient judge of these tile char- 
acteristics. Tile which are damaged by over or improper 
burning and drying emit a dull sound when hammer-tested. 
The presence of cracks is also best detected by the sound test, 
cracked tile emitting a rattling sound when struck with a 
hammer, instead of a clear ring. The hammer test can only 
be successfully applied when tile are tested in an upright, loose 
position, as cracked tile will often ring clearly when lying in 
a horizontal position, and all tile will sound dead when frozen 
to the ground in any position or when partially filled or sur- 
rounded with earth. The presence of even minor cracks will 
be indicated when thus tested in a vertical position, and when 
indicated by the sound may ])e located and further traced and 
investigated as to their extent. Concrete tile are generally 
true to a circular cross-section, and their soundness or life 
and the presence of cracks may be tested in a manner similar 
to that applicable to clay tile. Concrete tile which are dead 
because of improper manufacture and curing may be readily 
detected, as they will not ring under the hammer test, although 
all concrete tile which are freshly made or saturated with 
moisture will sound lifeless under this test, thus rendering 
their inspection extremely difficult under such conditions. They 
are best inspected when thoroughly set and in a reasonably dry 
condition. 



APPENDIX 

A copy of the instructions to the jury in the trial of a 
drainage damage case before Judge D. F. Coyle, of Humboldt, 
Iowa, which lucidly sets forth the basis upon which damages 
for open drains should be allowed under the Iowa state drain- 
age laws. The main elements of damage would necessarily be 
considered as the same were the method of procedure under 
any state law different in detail. 

In the District Court of Iowa in and for County. 

Term, 19. . . . 

Plaintiffs, 

vs. 

Drainage District No , et al. 

Instructions of the Court. 
Gentlemen of the Jury: 

1. 

The Plaintiffs for their claim and cause of action allege that they 

are the owners of the of Sec , 

and that the Board of Supervisors of Humboldt County has established 
a Drainage District in which the said land is included and is constructing 
a drainage ditch across the same and that the plaintiffs will be damaged 

by the construction of the ditch in the sum of , 

and they therefore ask the said sum as compensation for the construc- 
tion of the ditch across the said land. 

2. 

The undisputed evidence shows that the plaintiffs are the owners 
of the land in question and that a drainge district has been established 
by the Board of Supervisors in which the said land is included and 
that a drainage ditch is being constructed across the same, and the 
sole question for you to determine is the amount of compensation 
to which the plaintiffs are entitled. 

3. 

The rules governing a case of this kind are somewhat confusing 
to the average man but I will do what I can to make them plain to 
you. In the first place you must not consider any benefits which the 
ditch may bring to the plaintiffs. Under the law courts and juries 
are required to exclude from their minds the benefits which come to a 
land owner when determining the amount of compensation to which 
he is entitled for the construction of a drainage ditch thru his land. 
You will therefore look at the matter just as if it was no benefit to 
plaintiffs and then say what compensation they ought to have.. 
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In the second place the plaintiffs are entitled to compensation 
not only for the land actually taken in the construction of the drainage 
ditch but also for any damage the drainage ditch will cause to their 

land to-wit, the .of Sec as a whole. You 

may consider how much land the drainage ditch will take, whether 
the spoil banks will be a total loss or can be leveled for a reasonable 
outlay and can be made use of, whether plaintiffs will be deprived 
of the use of the land permanently or for a season, and the extent 
to which they will be deprived of it, the condition in which the land 
will be left, whether it will be less convenient for farm purposes, 
whether any other or different bridges will be necessary, whether 
any other or different fences will be necessary, and all other facta 
and circumstances bearing on the amount of damage done by the 
drainage ditch to the land or the amount of compensation which the 
plaintiffs ought to have, as the same may be shown by the evidence, 
and you may also take into consideration the fact that the drainage 
ditch will be permanent. 

But in the third place and finally the plaintiffs are entitled to the 
difference between the reasonable market value of the land in question 
considered as a whole immediately before the construction of the 
ditch and its reasonable market value immediately after the con- 
struction of the same, excluding benefits. 

You will therefore determine the reasonable market value of the 

whole tract to- wit, the whole immediately before the 

construction of the ditch and the reasonable market value thereof 
immediately after the construction of the ditch excluding from your 
minds any benefit the ditch may be to the lands. The difference between 
the values thus ascertained is the amount which you should allow 
plaintiffs, and you should allow them no more and no less. And for 
the purposes of this case you may assume that the drainage ditch 
ordered is fully completed and constructed and determine the com- 
pensation as of this date tho the ditch is not yet fully constructed. 

4. 

It may be difficult for you to exclude from your minds the benefits 
to the land in your determination* of the amount of damage or com- 
pensation you will allow plaintiffs but the law requires it to be done. 
In the first place it is the requirement of our state Constitution and 
in the second place the plaintiffs will be assessed and compelled to 
pay for all benefits in the drainage district proceedings. So the 
question for your determination may be stated as /ollows: "Assuming 
that the drainage ditch is no benefit to the plaintiffs how much does 
it impair or lessen the market value of the land as a whole, taking 
into consideration the amount of land actually taken for the ditch 
and the effect of the ditch in all other respects upon the value of the 
land?" And you will determine this question as instructed in Instruc- 
tion No. 3. 

5. 

In this connection you are also told that the title of plaintiffs 
to the land taken for the ditch is not divested by the ditch proceedings. 
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The title to tbe land still remains in the plaintiffs and they still remain 
the owners of the land covered by the ditch and the spoil banks and 
ean make any use thereof possible to be made which does not interfere 
with the ditch as a ditch or with the purpose for which it is con- 
structed. The land is simply burdened with the ditch. In other words 
the Drainage District is forever to have the use of the land for the 
ditch and for all purposes incident thereto including the right to 
clean it out if cleaning should be required. But the plaintiffs continue 
to remain the owners of the land and the holders of title thereto. 

6. 

In connection with the question as to what compensation should 
be allowed the plaintiffs for the lands taken for the spoil banks you 
are told that inasmuch as the title to the lands remains in the plaintiffs 
the plaintiffs have the right to level the spoil banks if they can be 
leveled, and to farm the same if they can be farmed, in so far as 
the leveling and farming of the same will not interfere with the 
ditch as a ditch and with the purposes for which it was constructed, 
and you may take this right of the plaintiffs to level the spoil banks 
and to farm them, if they can be leveled and farmed, into consideration 
in your deliberations on your verdict. If the spoil banks can be 
leveled for a reasonable outlay and farmed when leveled and the 
damage to the farm by reason of the ditch decreased and lessened 
thereby it is the duty of the plaintiffs to level the same. But if 
they can not be leveled for a reasonable outlay or if they can not 
be farmed or made use of when leveled it is not the duty of the 
plaintiffs to level them. By a reasonable outlay is meant an outlay 
which the average farmer would think reasonable in the light of 
the results obtained. And taking into consideration the right of the 
plaintiffs to level and to farm the spoil banks as heretofore set forth 
and all other facts bearing on the question of the compensation to be 
allowed for the land covered by the spoil banks, it is for you to say 
whether the plaintiffs ought to be compensated on the basis of a total 
loss of the use thereof or on the basis of a temporary loss. But upon 
whichever basis you compensate them you will keep in mind that 
the sum total to be allowed them should be the difference between 
the reasonable market value of the farm without the ditch constructed 
and its reasonable market value with the ditch constructed excluding 
any benefits which may result to the land by reason of the ditch, 
and you should not consider any betterment in the condition of the 
land covered by the spoil banks or in its usefulness resulting from 
its better drainage by the ditch. 

As already explained, the plaintiffs are to be compensated for what 
they have lost and are not to be charged with what they have gained. 
But they should not be compensated for any more than they have lost 
and if the spoil banks can be leveled for a reasonable outlay and 
farmed when leveled to the extent to which they could be farmed prior 
to the construction of the ditch the plaintiffs should be compensated 
on this basis and not on the basis of a total loss, but you should not 
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deduct anything from the compensation hy reason of the better drainage 
of the land resulting from the ditch. 

From time to time evidence was stricken from the record during 
the trial of the case, sometimes on motion or objection of the plaintiffs 
and sometimes on motion or objection of the defendants. You should 
disregard all evidence so stricken from the record. 



The burden is on the plaintiffs to establish the amount to which 
they are entitled by a preponderance of the evidence. 

A preponderance of the evidence does not mean simply the greater 
number of witnesses. It means the evidence which is the more con- 
vincing to the mind. •«••.,. 

The burden is therefore on the plaintiffs to show by evidence 
which is more convincing to the mind, than the evidence opposed to it 
that they ought to have a larger amount than the defendant Board 
contends they ought to have, and you will take the contention of the 
defendant Board as to the amount they ought to have to be correct 
and right unless the plaintiffs have shown, by evidence which is more 
convincing to the mind that they ought to have a larger amount. But if 
they have shown by evidence which is more convincing to the mind 
that they are entitled to a larger amount than the defendant Board 
contends they ought to have you will allow the amount thus shown— ^ 
fixing it at what you believe the preponderance of the evidence to 
show they ought to have — but not exceeding the amount claimed. 

In determining the questions submitted to you for your determina- 
tion you may weigh the evidence and test the truth thereof in the 
light of common experience and of your own knowledge of our climate 
and weather conditions and of the course of nature. 

9 

I give you one form of verdict, as follows: 

* * We the jury allow the plaintiffs dollars. ' ' 

You will insert in the blank space left for that purpose the 
amount on which you agree. 

10 
You must not return a verdict determined by lot or by chance 
or by each juror marking down what he thinks ought to be allowed 
and adding the amounts and dividing the sum total by twelve or by 
any other similar method. Your verdict should be the .result of your 
honest judgment and should be based upon the - evidence and should 
declare what you believe the evidence shows ought to be allowed 
the plaintiffs. 

11 

You will appoint one of your number Foreman and when you 
have agreed upon your verdict your Foreman will sign the same and you 
will then return into Court with your verdict. 

You are the sole judges of the credibility of the witnesses and 
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of the weight to be given their evidence. In determining these jorx 
may take into consideration their appearance and demeanor while on 
the witness stand; their manner while testifying; their interest, if 
any, in the result of the trial; their relations to the parties, if any 
are shown; the reasonableness or the unreasonableness of their several 
statements in the light of all the evidence; the opportunities of the 
witnesses to know the facts testified to by them; their knowledge of the 
subject-matter and things about which they have testified, together with 
all surrounding facts and circumstances as proven by the testimony. 

Finally, gentlemen, give this case your earnest and careful con- 
sideration and return into Court a verdict warranted by the evidence 
and these instructions. 

Judge. 

STANDARD BIDDING FORM FOR CONSENT DRAINS 

Bid on specifications for the Consent Drain on Section Township 

Range '. . . . 

To , owner or manager and 

Engineer; we hereby submit the following 

bid for trenching, laying of tile, backfilling, and the construction of walls and 
inlets on the above drain, and agree to enter into a contract and furnish bond in 
accordance with the bid, plans and specifications if awarded the contract. 



Section 


Length 


Size 


Ave. Depth 


Price Per 
Lineal Foot 


Total 


Main 












- Main 












Main 












Br. 1 












Br. 1 












Br. 2 












Br. 3 












Br. 3 

























Retaining Wall complete as per plans. 
Inlets complete as per plans. 

Total Bid 

Dated this day o^ 



19. 



(Standard forms of drainage outlet contract in canes tchcre the drain is 
located entirely upon the lands of one owner and ichere the owner is to both con- 
struct and maintain the drain.) 

DRAINAGE OUTLET CONTRACT 

This agreement, made and entered into this day of 

19 . . by and between ....;..; : , party of the first 

part, and party of the second part, 

WITNESSETH: That the party of the first part. In consideration of the 
promises of the party of the second part, horeinafter expressed, agrees to con- 
struct and maintain a tile drain extending from a point 

in a direction ', 

to an outlet at a point To construct the drain of * 

following sizes : 

To construct the drain in a workmanlike manner and In accordance wltli 
surrey and plans of , Surveyor. To IM 
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a free oatlet into this tile drain to said party of the second part, his heirs, 
assigns and grantees for all lands naturally draining towards this natural water- 
course as indicated on the surveyor^a plat. And in consideration of the per- 
formance of the above by the first party, said second party agrees to pay said 

first party the sum of 

It is further agreed that the duty of the first party to maintain said drain 
shall be binding upon all heirs, assigns, and grantees of the affected lands 
owned by said first party, and that in case said first party shall fall or refuse 
to so maintain said drain then said second party (his heirs, assigns, and grantees) 
shall have the right to enter the lands of said first party and make any neces- 
sary repairs. The cost of such repairs shall be and constitute a mechanic's 
lien against the lands upon which such repairs are made when a certified state- 
ment of the costs is filed with the Clerk of the District Court. It Is further 
agreed that this contract shall not be construed to limit the right of the first 
party to sell and conyey outlet privileges for other lands draining towards this 
natural watercourse. 



STATE OF COUNTY, SS. 

On this day of A. D. 1912, before me 

a Notary Public in and for said County, 

personally appeared 

to me known to be the Identical person.... named in and who executed the 

foregoing instrument and acknowledged that executed the same 

as voluntary act and deed. 



Notary P'jbllc. 

Note : This contract should in all cases be recorded In the County Re- 
corder's office to insure the rights of future owners. 

(Standard form of outlet contract in caaea where the drain Is located en- 
tirely upon the lands of one oumer and where the drain is to be constructed bv 
the owner and maintained hy the interested parties jointly.) 

DRAINAGE OUTLET CONTRACT 

This agreement, made and entered Into this day of 

19 by and between , party of the first 

part, and , party of the second part, 

WITNESSETH : That the party of the first part. In consideration of the 
promises of the party of the second part, hcrinafter expressed, agrees to con- 
struct a tile drain extending from a point In a 

direction to an outlet at a point 

To construct the drain of the following sizes : 

To construct the drain in a workmanlike manner and in accordance with the 

survey and plans of , Surveyor. To permit a 

free outlet into this tile drain to said party of the second part, his heirs, as- 
signs, and grantees for all lands naturally draining towards this natural water- 
course as indicated on the surveyor's plat. And in consideration of the per- 
formance of the obove by the first party, said second party agrees to pay said 

first party the sum of 

It is further agreed that it shall be the duty of the first party, his heirs, 

assigns and grantees to maintain said drain in good condition and that 

per cent of the cost of necessary repairs shall be borne by the party of the 
second part, his heirs, assigns, and grantees, excepting when such repairs are 
occasioned by the neglect or carelessness of the first party, in which case the 
total cost of said repairs shall be borne by the said first party, his heirs, assigns, 
and grantees. That In case said first party, his heirs, assigns, or grantees, should 
fail to so maintain said drain then said second party shall have the right to 
enter the lands traversed by said drain and repair the same and a sworn state- 
ment of the cost thereof shall be filed in the office of the Clerk of the District 
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Court and be and constitute a mechanic's lien against the lands upon which such 
repairs are made which shall be designated in said statement. And if the said 

second party, his heirs, assigns, and grantees shall fail to pay the said 

per cent of said costs of maintenance when a verified statement of said expendi- 
tures has been presented to him, then the filing of said statement in which the 
lands chargeable with said expense shall be named with the Clerk of the Dis- 
trict Court shall be and constitute a mechanic's lien against said lands of the 
second party which drain towards said natural watercourse and which are 
charged with said unpaid portion of the expenses as shown by said statement. 

It is further agreed that this contract shall not be construed to limit the 
right of the first party to sell and convey outlet privileges for other lands 
draining towards this natural watercourse. 



STATB of COCNTT, SS. 

On this day of , A. D. 10. . . ., before 

me a Notary Public in and for said County, 

personally appeared 

to me known to be the identical person., named in and who executed the fore- 
going instrument. ., and acknowledged that executed the same as 

voluntary act and deed. 



Notary Public. 

Note — ^This contract should in all cases be recorded in the County Recorder's 
otBce to insure the rights of future purchasers. 

{Standard form of outlet contract in cases tchcre the drain or drains are 
located upon the lands of several owners.) 

The undersigned, owners of land on sections « 



for the purpose of draining the said lands, hereby mutually agree that a private 
drainage district be established as herein provided to include our said lands, or 
as much thereof as may by survey be found best. 

That , Surveyor, be employed to act as 

engineer throughout the formation of the district and the construction of the 
drains herein provided for, and his duties shall be to make all necessary surveys, 
make a plat, profiles and specifications showing details in substantially the same 
manner as is done in County Drainage Districts ; assist in making a division of 
the costs of the drains among the interested owners and supervise the work of 
the contractor during the construction of the drains, it being understood that 
tile drains are to be used for the collection of the water and the conveyance of 
the same to 



That all parties hereto shall be bound by the boundaries of the district, the 
specifications governing the construction of the drain and quality of materials 
and the location and depths of drains as prescribed by the engineer. 

That the main drain and a sufficient number of branch tile lines to furnish 
each individual owner an outlet be constructed, It being understood that branch 
tile lines shall not be constructed to the lands of owners not desiring outlets. 

That the engineer and the manager chosen as hereinafter stated, acting 
Jointly, shall in such manner as they see fit submit the work required for the 
successful completion of said drains, for the competitive bids and let the con- 
tract for the same to the lowest responsible bidder, and the successful con- 
tractor shall be required to execute a contract and to furnish a bond equal to 

per cent of the contract price to insure the successful completion of 

the contract. 
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That a property owner Interested in this project shall be elected as manager 
by a majority vote of the parties hereto, whose duties shall be to collect all 
monies due the district fund from property owners, to assist in the letting of 
all contracts to buy the materials and receive and pay out all monies necessary 
for the prosecution of the work and his compensation for such work shall be 
per day and necessary expenses. 

That the signers hereto shall elect two entirely and wholly disinterested 
persons to act with the engineer as appraisers, and said appraisers shall after 
investigation as to the lands benefited thereby and all expenses and costs thereof 
assess and apportion among the land owners the cost thereof and decide how 
much each shall pay. In making the investigation necessary to such appraisal 
and apportionment said appraisers shall hear all the parties hereto, requesting 
to be heard, and all evidence offered as to the cost of said improvement and the 
character of the lands improved and other matters pertinent thereto, at a time 
and place fixed by said appraisers. 

That the division of cost as herein provided for shall be final and all parties 
shall abide thereby. 

That the amounts so appraised and assessed against the aforesaid property 

owners shall be due and payable into the district fund at the 

.' Bank in cash or bankable notes bearing per cent 

interest as soon as determined by said appraisers, and if not so paid they shall be 
collected by the manager. Said district fund shall be subject to the check and 
direction of the manager for payment of claims against the district. 

That no tracts of land shall be legally entitled to outlets into the drains 
herein provided for until the assessments are paid. 

The appraisers shall make a list assessing against each government 
sub-division of land in the name of the owner, the share of the cost of said 
drain properly chargeable to said tract and each of said assessments so made 
shall be and constitute a mechanic's lien upon the respective tracts and suIh 
divisions when a verified statement thereof is filed with the Clerk of the District 
Court and showing said drainage to have been completed and upon payment 
said liens may be discharged of record by the party filing the same. 

In case the main or any branch drain herein provided for becomes ot>- 
structed or in any way damaged so as to affect the usefulness of the drain the 
owner or owners affected may cause the same to be repaired and the costs of 
such repair shall be paid for by the respective owners of the tracts of land 
affected in the same proportion as the original costs assessed to the different 
tracts benefited by said main or branch, unless the need of such repairs is 
caused by the neglect or carelessness of any land owner or his agent or repre- 
sentative, in which case said owner shall bear the total costs of the necessary 
repairs. 

Any property owner, his heirs, assigns, or grantees whose outlet is Impaired 
by obstruction in the drains herein provided for shall have the right to enter 
the lands on which repairs are necessary and make the necessary repairs in case 
the owner of said land refuses to make necessary repairs and the costs in either 
case shnll be collected from the other owners affected by the obstruction in the 
proportion above provided for. 



State of County, ss. 

On this day of , A. D. 19 , before me 

a Notary Public in and for said County, 

personally appeared 

to me known to be the identical person., named in and who executed the 

foregoing instrument, and acknowledged that executed the same as 

voluntary act and deed. 



Notary Public. 

Note. — This contract should in all cases t>e recorded in the County Recorder's 
office to insure the rights of future purchasers. 
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(Btandard form for tile drain contract hetvxen land oicnera and tUe con- 
tractors.) 

This agreement made this day of by and 

between. of County, 

State of , first party and 

second party, witpesseth : That in consideration of the contract price hereinafter 
specified to be paid by first . party, second party^ hereby agrees' to do. all work, 
furnish all material and pay all expenses in the performing and carrying out 
of the construction of the drains Including the excavation, the laying of tile and 
such filling of ditches as by the specifications are required by the above named 
drainage system, in compliance with the specifications, maps and profiles relat- 
ing to the said work now on file in the office of , 

Engineer, and will complete the same within the time fixed by the specifications 
of the party- of the first hereby expressly made a part of this contract. 

And the party of the second part hereby covenants to do said work at the 
following prices per lineal foot of drains, as set forth in the bid therefor : 



PAYMENTS 

Payments will be made as follows : 80 per cent at the end of each month for 
the Work satisfactorily completed the preceding month and the balance upon the 
completion of the work and Its' acceptance by the engineer. 

And it is further covenanted that the party of the first part shall not be 
responsible for delays, loss or damage not directly caused by the express ofllclal 
order of the said party of the first part made after the execution thereof and the 
second party shall cause no unnecessary inconvenience or damage to the property 
owners in prosecuting said work. 

* . . . . - , • 

CHANGING DIMENSIONS 

If it shall become apparent to the engineer in charge of the work, that the 
dimensions of the ditch or drain should be enlarged, deepened or otherwise 
changed for the better service of the land benefited, the party of the first part 
may authorize such change in the dimensions of the said improvement and re- 
quire them to be made and the party of the second part shall, if such change re- 
quire additional labor or material, undertake to perform such additional work 
and construction so authorized by the party of the first part at the same terms 
and price as hereinbefore provided, or at the rate of cost of similar work in 
the vicinity if such terms or price are not set forth and if a saving of cost 
results from such a change then the sum saved shall be deducted from the con- 
tract price. 

FAILURE TO PROSETCUTB WORK 

If the second party shall fall to prosecute the work according to the speci- 
fications, or shall fall or refuse to continuously prosecute the work after com- 
mencing the same, and damage to the ditch or district results therefrom, the 
second party shall be liable therefor, and the first party may recover such dam- 
age by action ou the bond of the second party ; or, the said party of the first 
part may retain from the amount otherwise due the party of the second part, 
from time to time, such sum as shall reimburse the party of the first part for 
such damage, or enable him to repair the same. 
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ABANDONING WORK 

In case the party of the second part shall abandon the work or fall to make 
satisfactory progrress on said work, said first party auty cause said work to be 
completed, and the party of the second part and the sureties on the bond herein 
referred to, shall be jointly and seTerally liable to the party of the first part 
for any and all loss or damages resulting from such default, either from the 
greater ezpen&e of so completing said work, or from any other cause. 

SUB-LETTING 

It is further agreed by the said party of the second part that he will give 
his personal attention to the faithful prosecution of the said worlE, and will not 
assixn or sub-let the same or any part thereof, without the preTtous written 
consent of the party of the first part, subject to such conditions for his own 
protection, as he may see fit to Impose. 

REVOKING CONTRACT 

The party of the first part may stop the work, or revoke this contract, or 
both, if the party of the second part, or his employes shall wilfully refuse to 
comply with any of the terms and requirements' hereof. In which erent the party 
of the second part shall forfeit to the party of the first part all payments due or 
to become due on said work, as damages, for such breach of contract, and shall 
be liable for any further damages by reason thereof, and the party of the first 
part shall be in no manner liable for so stopping the work or revoking the con- 
tract. 

CONSTRUCTION 

The party of the second part shall keep ditch constructed by him In good 
condition and repair at his own expense until the same is finally accepted by 
the party of the first part. The party of the second part covenants to complete 
said work to the entire satisfaction of the engineer of the first party. Party of 
the second part shall be liable for all damages occasioned by the negligence or 
incompetencv of his agents or servants. 

Should there be any difficulty betwen the parties hereto as to the construction 
of any of the terms or provisions of this agreement, including the plans and 
specifications hereinbefore made a part hereof, relating to the work to be done, 
snch differences shall be referred to the engineer employed by the party of the 
first part in charge of the work, and his decision shall be final and binding upon 
both parties. 

The faithful performance of the terms of this contract by the party of 
the second part, is further secured by bond. 



DAMAGES 



» 



It is further understood and agreed by and between the parties hereto that 
where said proposed improvements herein shall cross any public highway tha 
second party shall take all precautions to prevent accidents' occurring to thA 
public and shall protect all excavations with proper signals and warnings ; second 
party shall t>e responsible for all damages resulting from his negligence In fail- 
ing to so guard said work, either in a public highway or anywhere else along 
the course of the said proposed ditch. 

In witness whereof the respective parties have hereunto set their hands thla 
day of 19 
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work of commission 
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Back Filling of Tile Drains — 

specifications 92, 93 

Benefit Assessments (see Assessments). 

Berm — 

open ditches 48 

specifications 99 

Bidding form for consent drains. . 151 

Bonds 85, 86 

Bridges for Open Ditches 54 

Capstan Ditches (see Open IMtches). 

Caving, open ditches 42 

Certified Checks with Bids 85 

Chezy Formula 27 

Classifications for Assessments — 

land, classes of 109 

obstacles to 109 

relation to assessments 115 

systems of 108 

Cleaning Open Ditches 53 

Computations, benefit assessments 122 
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contracts 152, 153 
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